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NEW— 


a radiator bracket with only 
three points of contact 


HERE is a bracket that practically 
eliminates the difficulty experienced | 
with uneven walls when hanging the legless | 
types of column radiators. The new 
Grinnell Adjustable Column Radiator | 
Bracket has only three points of contact. 
And they call for only one bolt to fasten 
them securely to the wall. 

















Their range of adjustability is wide, both 
vertically and horizontally. So wide, in 
fact, that when Grinnell Column Radiator 
Brackets are used, the bolts attaching the 
brackets to the wall can be set without 
extremely accurate measurements. The 
speed and ease which they contribute to 
radiator installation makes their use the 
soundest sort of an economy. 








Write for sheets giving full details. Address Grinnell 
Company, Inc., 305 West Exchange St., Providence, R. 1. 


GRINNELL 


Fittings, Hangers, Valves, Pipe Bending, 








Welding, Piping Supplies, Etc. 
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300 990. ‘Be SuUrE VOU are right then go ahead. 
Tt ‘ , 

| David (ro Rell 


These words were spoken by the immortal 
Davy Crockett, who lead the most desperate 
defense in American history the Alamo. 


Plumbers handling the VQGEL line are 
following the motto made famous by this 
stalwart Ameri¢an— they are sure they are 
right and they are going ahead. 


They are installing the VQGEL No. 1 Krost 
proot closet for Garages and outhouses 
the No. 5 for factories and all) industrial 
plants and the No. g for schools, railroads 
and public comfort stations. 











Your jobber will start Jyou Jright— then 


go ahead! 





_ _ am - 


Our 
( ataloo 





Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 
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Two Jumps Ahead 


Important New Improvements 
Are Making EverHot Ever Better! 





Since the beginning it has been the policy and 
constant aim of this company to lead the proces- 
sion. Our research engineers have continually 
striven to make the EverHot even more efficient 
and eccnomical in operation 


‘‘Imitation is the sincerest flattery’’ and the extent 
to which the EverHot has been copied definitely 


establishes how successful EverHot has been in 
maintaining its unquestioned leadership. 


Following are the latest improvements which 
mark a real advance in automatic water heater 
construction. 


Again EverHot is two jumps ahead. 


The New Noiseless Burner 












Patented Nov. 3, 1925 
Other Patents Pending 


The illustration shows the new burner, 
burning as the pilot light. 


Perfect combustion, silence of operation and extreme 
simplicity of construction are leading features of this 
revolutionary new burner. Like many another striking 
mechanical discovery, the wonder is that it was not 
developed before. 


The beautiful broad blue flame is accomplished by the 
impingement of the flame against the vanes. The burner 
operates with a quietness that is marvelous considering 
the fact that combustion is perfect. The flame is far 
shorter than that found in any other burner of similar 
capacity. Plumbers will be quick to grasp the advantages 
of a short, snappy, quiet flame in a water heater. 


The new burner is of the modified Bunsen type. It has 
no gauzes. It cannot burn back fired. It és trouble free. 


A New Streamline 
Draft Governor 


Patent Applied For 


This new draft governor is likewise a real step in advance 
It is made of two members, one a solid steel stamping 
gracefully proportioned to give maximum results with 
the least height-—the other a cast iron interior deflector 
which is welded to the stamped member. The whole 
assembly makes the strongest, most compact and at the 
same time the most beautiful draft governor ever used on 
an automatic water heater. 


This draft governor positively prevents the passage 
through the heater of any back draft from the chimney, 
regardless of the strength of the back draft. 


It also governs the up-draft through the heater, regardless 
of the strength of the draft in the chimney. 


The objectionable features of the old style vent hood are 
entirely eliminated with this governor. It is at least four 
inches shorter than the former and is an integral part of 
the heater—not a sheet iron appendage. 











CyerHlot Heater Co. 


5211 Wesson Avenue 


- Detroit, Mich. 


Sold Only Through the Plumbing Trade—and We Dont Mean Maybe 


(Ad No. 234) 
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DEPENDABLE 
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ALL OVER THE HOUSE WITH ECONOMY 


Guaranteed Heating 
enthusiastically 
welcomed 


“As guaranteed by the United States 
Radiator Corporation.” That is the 
new, surer, safer way architects and 
engineers are now specifying steam 
and water boilers. 


“Congratulations to the one com- 
pany with enough confidence in their 
boilers to state in black and white and 
guarantee the radiating surface each 
boiler will heat.” That is the gist of 
letter after letter received from con- 
tractors the country over. 


Realtors and builders are demand- 
ing Capitol boilers with newconfidence. 


All who specify, install or buy heat- 
ing equipment seem unanimous in 
welcoming this forward move that 
has cleared up the confusion about 
boiler ratings. Write for the booklet 
“Guaranteed Heating” if you have 
not yet read it. 


UNITED STATES RADIATOR CORPORATION 
DETROIT, MICHIGAN 


6 FACTORIES AND 28 ASSEMBLING PLANTS 
SERVE THE COUNTRY 


For 36 years, builders of dependable heating equipment 
Capitol 


and 


UNITED STATES 
RADIATORS 











SUPPLIED AND INSTALLED NATIONALLY BY ESTABLISHED HEATING CONTRACTORS 


‘; 1926 


Hot water from the 
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Here’s a new one! 



















cold water pump 


burner. 


in 4,500,000 homes. 





aj 


and a big, new field of profits wide open 


ERE’'S a new system, just developed 
by our engineers—hot water from the 
cold water pump! 


This is how it’s done: Connect a Perfection 
Kerosene Water Heater and tank with the 
kitchen force pump. Attach a three-way 
valve. By turning it, either hot or cold water 
can be pumped. The cost is reasonable. 
Your profits are good. 
With Tested Burners 

These are the same heaters which you have 
probably installed in homes with water pres- 
sure systems. They have the famous Per- 
fection burners, familiar to 4,500,000 women 
who own Perfection Stoves. These women 
have tested Perfection burners and proved 
them fast and easy to operate. 


PERFECTION STOVE COMPANY dhe 
7551 Platt Ave., Cleveland, Ohio 
In Canada, the Perfection Stove Co., Ltd., Sarnia, Ont 


PERFECTION: 


Kerosene Water Heaters 


We claim Perfection burners are the best 
oil burners on the market, because they 
have brought us undisputed leadership in 
the oil-burning device field for 25 years. 


There are four Perfection models. Two have 
thermostats. One has a 30 gallon tank which 
keeps the water hot 36 hours. They heat 
water for shaving in 5 minutes. For st 
dishes in 10, and for a bath in 30. All use 
the same satisfactory burners as Perfection 


Oil Stoves. 
Get the Facts 


Ask your jobber. Or mail the coupon now 
for free booklet, prices and discounts. 
It will open up new profit possi- 
bilities for you in homes without 
water pressure. 


A heater is only as good as its 
A Perfection burners are 
y in daily use in Perfection Stoves 






Model 412 


# 


4 Perfectior 
# S101 e Co 
755I1P 
Cleveland, Ohio 


att Avenue 


Gentlemen 


Please send me your 


new booklet, desc nibing 


# Name 
r 


4 
t Addtess i 


an erfection Kerosene Water 
f 4 leaters,and their installatic ons 


I am interested in the new 
3-way valve installation. 
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AERIAL VIEWS 
THE TRENTON POTTERIES CO 


TRENTON NJ 
PLANT NO. 4 


Continued Growth 


ANY years devoted to the making of Te-pe-co 

All-Clay Plumbing Fixtures have resulted not 
only in increasing demand and necessary expansion, 
but in an established world-wide reputation. 


This remarkable growth and enviable reputation have 
g P 

been built solely upon the adherence to one policy- 

making the best ware we can produce and selling that 

product at reasonable prices. 





The Te-pe-co trade mark is found on all goods manu- 
factured by this company. It guarantees Te-pe-co to 
be equal in quality and durability to any sanitary ware 
made in the world. 


THE TRENTON POTTERIES COMPANY 
TRENTON, NEW JERSEY, U.S. A. 


NEW YORK BOSTON PHILADELPHIA SAN FRANCISCO 





World’s Largest Manufacturers of Fine Quality All-Clay Plumbing Fixtures 


E-PE-CO 
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where a 


the BEST is demanded | 
FROST EQUIPMENT » 


| Qualifies, 


ay 


mi ¥ 
i 
ae 


SUPPLY AND WASTE EQUIPMENT 


N organization which for 25 years has been guided by the spirit of service. 
Modern machinery—careful workmanship—cooperation with the plumb- 
ing trade—these have contributed largely to a steady and substantial growth. 


25 years of progress have made us more determined to serve even better in the 
future than we have in the past. 


THE FROST MANUFACTURING CO. KENOSHA, WISCONSIN 
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SAN FRANCISCO 


‘Nineteen Pacific 
Heated Schools— 


In San Francisco, efficiency, low 
upkeep costs and long life com- 
bined with ease of operation 
and cleaning are the outstand- 
ing requirements for school 
heating plants. 





That Pacific Boilers meet these 
je Sap Arche Caan & Hay, Me exacting demands is clearly 
chanical Engineers. A. Lettich, Heating shown by the fact that 19 San 


Jontractor. One 1100’ and one 2500 


Rear Fired Pacific Boiler. Francisco school buildings are 
Pacific heated. 


At the left are shown two of 
these schools. Installations are 
the standard, rear-fired oil burn- 
er type. Elements of combustion 
travel twice the length of the fire- 
box before entering lower bank 
of tubes; then twice the length 
of the boiler thru the tubes. 


This four time fire travel en- 
Ticedendiah tikes leads, Mei Memeo ables Pacific Boilers to extract 
—John Reid Jr., City Architect. Leland | ili > i > ; + > 
& Haley Engineers. A Lettich, Heatin and utilize in generating steam 
eee aa oo practically every ounce of heat 
developed from the fuel. 


Greater combustion space, long- 
er fire travel and maximum di- 
rect heating surface — factors 
which make Pacific Boilers more 
efficient for San Francisco 
schools—make them better for 
all types of buildings. Let us 
send you complete information. 


GENERAL BOILERS COMPANY 
Waukegan, Illinois 


Rear view of boilers 

showing rear firing oil 

burner attachment. Front view of Pacific installation. Note 
compactness of this boiler. All flues 
cleaned from front so boiler may be 
set close to wall. Saves floor space. 


PACIFIC 


STEEL HEATING BOILERS 


BRANCH OFFICES IN PRINCIPAL CITIES 
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The twenty-second ina 
series of advertisements 
outlining the early de- 
velopment of plumbing 
ideas. A complete folio 
of this History of 
plumbing will be sent 
on request 





WE MAKE 
Ledrite Brass Roa 
Phono-Electric ContactWVire 
Plumrite rass Pipe 
Phono-Fii-Strength Vire 
Tubular Plumbing Goods 

mdenser Tubes- Sugar Tubes 
ass, Bronze and Copper Sheets 
ase.Bronze andCopper Tubes 
AuigBicycle and Pressure Purpe 
Accessories Stampings 
Engravers Copper. Specialties 
crew Machine Products 
Pressed or DrawnProducts 
Oiland Grease Gune 


Electric 
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Making His Pipe on the Job—the Pipe Maker of Old Rome 


ANY veteran plumbers today can recall the time when they made their own lead 
pipes from sheet. The plumbarius in old Roman times had also to be his own 
pipe maker as well as plumber. The method then in use for forming pipe is interesting 
enough to note in detail. Sheets of lead were rolled up into a section as illustrated here 
the trough formed by the V shaped edges providing space for soldering. These pipes have 


been found in existence today with walls as thick as 1!'; inches and diameters as great as 
27 inches. Analysis of the solder used shows that it was pure lead with no tin in the 
mixture. A present day hydraulic test of a sample of this old pipe 4 inches in diameter 
and with a !4-inch wall thickness resulted as follows: An internal pressure of 45 pounds 


per square inch began to change the elliptical section to a circle, which shape was reached 


at 112 pounds per square inch, but the pipe did not actually 


250 pounds per square inch, a truly remarkable showing 


fail until the pressure wa 


Today, every length of Plumrite pipe is tested at 1,000 pounds ptr square inch befor 
it is shipped out,—-offering quite a contrast to ancient methods. On the other hand, 


the old Roman custom of marking the maker's name on the pipe is still followed today 


by this company, the trade mark of the company being placed on every length of pipe, 


which testifies to the bond of good faith between maker and user 


eo 
é- iPidSeport 
PASS Company 


Bun) 
BRIDGEPORT - CONNECTICUT 













Furnace & 
Brass f F NEW YORK PHILADELPHIA CHICAGO CLEVELAND DETROIT 





Member Copper and Brass Research Association and Trade Extension Bureau 














Each EXCEL UNION is exactly like every 
other EXCEL UNION—perfectly accurate, 
and absolutely uniform in quality. Rug- 
ged strength is behind every part—no 
weak sections to be found—and the pitch 
of the Briggs Standard Threads is always 
uniform and constant. Only uniformly 
fine materials and the highest grade of 
workmanship go into’ EXCEL UNIONS. 
Using EXCEL UNIONS on a high class job 
means that the job is finished up as it 
should be—with satisfaction to both your 
customer and yourself. 


isk Your Jobber About Them 


Providence Fittings Co. 
7 Water Street +3 Boston, Mass. 
New York Office, 210 East 45th Street 
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THE NVE; TOOL, WMACHINE; WORKS) 


a 
MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 FULLERTON AVENUE 


CHICAGO, ILh. 


April 17, 1926. 





TO OUR EASTERN TRADE: ail einai 


Just a line to let you know that our Mr. Harry Olsen will represent 
The Nye Tool & Machine Works in the eastern territory from now on 
and thereafter, succeeding Harold Dessau who was with us a great 
many years and has quit us to go into business for himself. He goes 
with our blessing and best wishes for all the luck in the world in 
his new venture. 


We hope that Harry Olsen will hold your good will for if he doesn't 
WE will hold a post-mortem at which Harry will be the center of 
attraction. We don't care what you do JO Harry Olsen, but we are 
greatly interested in what you do FOR him. 


Nye tools will be just as good as ever and Harry Olsen will be as 
good as any of his friends can reasonably expect. 


In his old territory Harry had more friends than a kid on the way 
home with a box of candy. We hope he will, have even more now for he 
will be handling NYE TOOLS which gives him the bulge on everything 
as far as quality goes. 


Harry's office -- in case some stenographer wants to know -- will be 


Room 1107 Knickerbocker Bldg. 
152 W. 42nd St. 
Telephone -- Wisconsin 1808 


We bought him a large book of postage stamps and fixed it up with the 
telephone and telegraph companies so he can communicate with us about 
any orders you give him. Harry from now on will be the "works" in 
The Nye Tool & Machine Works in the east and is all set to serve all 
our old customers, -- as well as our young ones. 


If you want anything in the way of pipe tools, call Harry Olsen, -- 
if you don't get it, call him anything you like. But you will. 

Nye service, like Nye products, gets better and better although you 
wouldn't think it could be any better than it is already. 


We are willing to bet that Harry will make a showing like a man who 
boiled a bushel of rice. 
Yours as ever, only more so, 


pang Je 


HGN 


This letter copyrighted 1926, 
by Harry G. Nye 





The tools you swear BY and never AT. 
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800 gallons per hour engine-driven plant. 


Home Water Plants 


You can install a reliable plant built by 
the same manufacturers who build huge 
pumping equipment for municipalities 
and for irrigation projects 
Sizes 120 to 5,000 gallons per hour for 
engine or electric drive 


200 gallons 

per hour elec- 

tric-driven 
plant 


Steel Eclipse 
Windmills 


For Dependable 


Economical Home Water Service 


There’s a Fairbanks-Morse Home Water Plant for every 
requirement—operated by electric motor, engine or windmill 


OR those home owners who live on the fringe 

of the community, beyond the water mains, 

and who know the comfort and convenience of 
water under pressure, the Fairbanks-Morse Home 
Water Plant is ideally suited. For farm homes, 
too, there is Fairbanks-Morse pumping equipment 
to take care of any requirements. In fact, wher- 


plants is embodied in Fairbanks-Morse equipment 
for home water service. 


No matter what the pumping problem is, there’s 
Fairbanks-Morse equipment to solve it. A few 
of the outfits are illustrated above. The most 
popular outfit, of course, is the electric-driven 
Automatic Home Water Plant. This can be sup- 





ever there is need for water under pressure there is 
a type of Fairbanks-Morse equipment to meet the 
individual needs. 


Fairbanks-Morse has specialized in 


pumping equipment for many years, 
including equipment for huge municipal 


plied in many sizes and capacities. 


‘There’s a good profit to be made installing plumb- 
ial pases: ing in homes beyond the water mains. 
60-cycle motor, 8 gal gat. And the basis of a successful installation 

is a reliable pumping plant—a Fairbanks- 


vanized tank. : $04.75 
List price, complete = 
Morse Home Water Plant. 


200-gal. per hour pump, 


plants and extensive irrigation projects. 9-cycle motor, 35-gal. 
galvanized tank. List price " . 
; complete........ $123.00 Write us for details about our dealer 
The same technical skill, the same pre- Prices quoted above are plan and a copy of our valuable 32-page 


cash f.0.b. factory. Larger 
sizes for engine or electric 


Home Water Service Book. Just pin 


cise workmanship employed in the man- 
drive correspeed 'Y °* — the coupon to your letter head. 


ufacture of huge municipal pumping priced 


€:5) FAIRBANKS, MORSE & CO., 
Dept. I-4, 900 S. Wabash Ave., 
Chicago, U. S. A. 


Send me a free copy of your 32-page 
Home Water Service Book and com 


‘*Every Line a Leader’’ = acai as malaiieaial 


FAIRBANKS, MORSE & CO. 
MANUFACTURERS CHICAGO, U. S. A. 


Fairbanks-Morse Products 


FAIRBANKS-MORS 


HOME WATER PLANTS 





Address 


FR ST i wcascewanwes s «ae 
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Trane Announces an Invention so Revolutionary 
that its Far Reaching Effects on Modern 
Heating are Beyond Comprehension 


INTRODUCTORY 


What the Invention is 


Stated simply and directly, the invention is a device that 
takes the place of radiators. In looks, weight, and prin- 
ciple, however, it is different from a radiator, and it is 
placed on the market as the successor to rather than the 
competitor of ordinary cast iron radiation. It is called 
the Trane Heat Cabinet, and heating plants using these 
cabinets are Cabinet Heating Systems. 


(CONTINUED ON NEXT PAGE) 
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Revolutionary Features 


Trane Heat Cabinets are such a basic invention that their features 
apply to al] the accepted forms of direct radiator heating, such 
as hot water, steam, vapor and vacuum. 


Among these features are 


ECONOMY OF FUEL. Heat Cabinets save 20-35‘, fuel. The 
reason for this saving is explained in the text that follows. 


LIGHT WEIGHT. One radiator weighs as much as ten Heat 
Cabinets. In other words, enough Heat Cabinets to heat an 
ordinary house do not weigh any more than one radiator. Think 
what this means in freight saving. 


LOW COST. Heat Cabinets, although their heat unit is constructed 
of brass and copper, do not cost any more than equivalent cast 
iron radiation. 


SMALL SPACE. Heat Cabinets use less space than equivalent 
cast iron radiation, and much less space than radiators enclosed 
in shields. 


BEAUTY. Heat Cabinets are furniture, and can be finished to 
match any surroundings. As far as appearance goes, they are 
somewhat comparable to radiator shields, but their cost is far below 
the shield-and-radiator combination. 


INVISIBLE WHEN DESIRED. Heat Cabinets can be built 


into the walls, so that nothing is visible except the heat outlet. 


TEMPERATURE CONTROL. Heat Cabinets give to all present 
forms of radiator heating, INCLUDING hot water systems, the 
feature of temperature control at each heat outlet exact, and 
instantaneous. 


QUICK HEAT. The heating of all present types of radiator 
systems is much faster, especially hot water systems, where heating 
is accelerated 300°, to 400°, by thé use of Heat Cabinets. : 


PERMANENCE. Heat Cabinets are solid and rigid, with no 
joints or seams as permanent as the piping. 


Cabinet Heating — The Heat of the Future 


In the home or other buildings where Cabinet Heating is used, you see no 
unsightly radiators. Heat Cabinets inconspicuously distributed, finished to match 
the furniture, are the only evidence that a heating system is installed. 


Looking at the Cabinets it is difficult or impossible to tell whether the building 
uses steam, hot water, vapor or vacuum. The function of any of these methods is 
but to supply heat to the unit in the Cabinet. From this point the great Cabinet 
Heating advantage of exact, instantaneous regulation starts operating entirely 
independently of the basic system. 


(CONTINUED ON NEXT PAGE 
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What the Heat Cabinet is and How it Works 


The Trane Heat Cabinet, as the name implies, is a cabinet containing a heating 
element. This heating element is constructed in such a way that it gives heat 
readily by convection, but does not radiate heat. 


In other words, the amount of heat given off by this heating element depends 
almost entirely upon the amount of air that is permitted to pass through it. 


If the element is permitted to stand in still air, without circulation, it is prac 
tically at steam temperature (on a steam system) but it does not give up its heat. 


As soon as the air around this heating element is allowed to circulate, heat is 
given up by the element very rapidly. 


The result is similar to the case of stirring up a fire that has been banked. 


" Saves 20% of Fuel 


Air passing through the Heater attains a velocity of about 200 feet per minute’ 
This high velocity causes fast circulation of air in the room, and in less than ten 
minutes the Cabinet will completely change all the air in the room and heat it up 
to a comfortable temperature. 


The important point to be remembered in connection with this rapid changing of 
air is that floor and ceiling temperatures are kept more nearly the same. 


Exhaustive experiménts have shown that 20-35°% is saved in fuel where the floor 
and ceiling temperatures are nearly the same, instead of having a difference of 5 
to 15 degrees between them, as is usually the case with a 38” cast iron radiator. 


Absolutely Perfect Heat Control 


Since the heat given up by the Cabinet depends almost entirely upon the amount 
of air that passes through it, it naturally follows that by regulating the amount 
of air going through the Cabinet, YOU REGULATE THE AMOUNT OF HEAT 
GIVEN UP BY THE CABINET. ) 


The practical application of this wonderful feature means merely the use of a 
hand damper that extends the full length of the Heat Cabinet. By adjusting this 
damper the heat is regulated with a nicety that in the past has often been dreamed 
of but never successfully accomplished. 


A Marvelous Thing 


This exact, minute, instantaneous control is really a marvelous thing. Heating 
engineers have been attempting to secure such a result for the past forty years by 
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making special supply valves which admit different amounts of heat into a radi- 
ator. This has never been very successful, and where successful at all it has given 
only a slow change in the amount of heat. 


Hot Water Cabinet Heating 


In a hot water radiator, if you shut off the valve partially you simply change the 
circulation a small amount. It is an hour or so before any appreciable change in 
room temperature is secured. With the Heat Cabinet, however, you get the change 
in heat instantly, either increase or decrease, as desired. 


This change in heating effect is exactly the same whether you are considering 
hot water, straight steam, vapor, or vacuum. 


On a hot water Cabinet Heating System it is not necessary to keep 
the Cabinet on at night to prevent freezing. You simply shut off the 
air circulation damper and you thereby shut off the heat. The heating element 
itself, however, remains as hot as it ever gets, but since it is completely enclosed by 
the walls of the Cabinet and the damper, it is not giving off heat and is not causing 
the consumption of fuel. 


No Freezing 


Clean Heat The Heat Cabinet throws all the air out toward the front. The 
walls never become black due to air circulation, which is so common 


with radiator heating systems. 


Th i i é i 
Tops to Taste e top of the Heat Cabinet is flat, and can be either a board 
or made of marble to suit any given interior decorations. No 


matter how many books or papers are put on top of the Heat Cabinet, there is no 
decrease in the amount of heat given off. 


Quick Heat with Hot Water Hot water plants using Trane Heat Cabinets 
have entirely different characteristics than 


before. The fact that they have exact, instantaneous, individual Cabinet control 
has just been pointed out. In addition there are other outstanding features. 


The radiators of an ordinary hot water system contain nearly 60° % of all the water 
in the entire plant. A 100-foot Trane Heat Cabinet, however, contains Jess than 
one quart of water. As a consequence, we have nearly 60°7 less water on a Cabinet 
type hot water system, and the heating-up of the plant is thereby accelerated nearly 
two and one-half times. In other words, if it takes a radiator type hot water plant 
one hour to heat up, a Cabinet type hot water plant of the same size and under 
identically the same conditions requires less than twenty minutes to accomplish 
the same result. 


Steam Cabinet Heating 


All the straight steam installations are greatly improved in operation and their 
initial cost is reduced. By using the damper in the Cabinet, perfect heat control 
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is given to the steam plant, and the most troublesome part of straight steam 
heating is overcome. 


. ae The heati i contains but 

No Air Binding e aakang: element of a Trane Heat Cabinet contains yu 

a single “‘U”’ shaped copper pipe, with copper fins, extending all 

the way across the Cabinet and back again. This construction positively elim- 
inates air binding because there are no places for air pockets to form. 


The single ‘‘U”’ shaped pipe in the Cabinet heats up as readily as the pipe which 
is part of the supply or return system of the plant. One of the greatest difficulties 
which has been constantly encountered in heating plants during the past fifty 
years, i. e., dead air spaces, is thus removed. 


It is never a serious problem to remove a Heat Cabinet during 
the summer or during repair work in a building. The Cabinet 
itself can be lifted from its place without disturbing piping connections, and if 
it is desired to move the heating element also, there are but two pipes to disconnect, 
and the element is easily handled by one person. 


Easy to Move 


Vapor Cabinet Heating 


On vapor heating installations there is a complete removal of air binding trouble. 
The steam supply coming in from the upper connection of the Trane ‘“U”’ tube 
naturally has to force all air out of the tube before it can be filled with steam vapor. 


The ‘“‘U”’ tube, therefore, gives a much more perfect relief of air on all vapor heating 
systems, and the ideal heat control that has been sought for years is supplied by 
the damper in the Cabinet. 


A Joy to Architects 


Architects are given a long sought freedom in interior room decorations. Trane 
Heat Cabinets can be installed in the walls and enclosed to meet any artistic require- 
ments. They can be installed under windows so that the top of the Cabinet is part 
of the window sill, and can be finished with the same material as the other sills. 


Where it is desired for any reason to keep the heating equipment entirely concealed, 
Trane Heat Cabinets can be built into the walls with nothing but the outlet visible. 
It is important to note that Trane Heat Cabinets have the same high efficiency 
whether visible or invisible. 


There is no serious disadvantage to installing Heat Cabinets on the inside walls. 
The rapid circulation of the air from the Cabinet overcomes the poor circulation 
and poor distribution of heat which is always present with ordinary cast iron radia- 
tors when used on interior walls. 


(CONTINUED ON NEXT PAGE) 
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Heat Cabinets can also be installed between joists in the basement, with proper 
provision for cold air and hot air to be delivered to the room above. 


Details, Literature and Data 


Complete details on Trane Heat Cabinets will be supplied on request, including 
test data where desired, and information regarding roughing in dimensions, etc. 


No Secret 


There is no secret about the internal construction of Trane Heat Cabinets, and 
all questions from interested persons will gladly be answered. 


Name Not Registered 


Trane is not making any claim on the names ‘‘Heat Cabinets” or ‘“‘Cabinet Heat- 
ing.’’ These descriptive terms apply to this fundamental change in modern heating 
art, and, like the Cabinets themselves, are for all to use and enjoy. 


Additional details on Trane 
Heat Cabinets will be given in 


an early issue of this magazine 


Address all communications to 


REUBEN N. TRANE 
‘© The Trane Company 


La Crosse, Wisconsin, U. S. A. 
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Between Ourdselves. 


The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


WONVENTIONS TO THE RIGHT OF US, i ipa OlL BURNI I Ube \ | 
conventions to the left of us—on all sides asso gathered together 1 ( ent city ) 
ciations within the industry are riding full tilt at) trom where, with the keynote 01 MVE 

the problems facing them. Think of the tremendous — establishing of friendly relations w 

force being brought to bear upon the obstacles to prog- outlined plans for edue: 

ress, when associations all over the country are seeking 01! burning in such a way that the general idea w 

solutions, debating every phase, and acting as it seems sold, and all that will be lett to the individu 

best when all the evidence is in. An industry which — will be to sell his particular burner. ‘1+ 

shows such co-operative activity is on the way to big that something over $50,000 will be spent 

and ever bigger things. You will find these conventions and educational work—-which ought 

adequately covered by Your Weekly. We take a pride to the man who handles or intends 1 e oil burne 

in presenting the work of representatives at conventions sa part of his busine he 

because we feel that the voice of the industry as it is will form another section in that ver 

heard at these meetings is worthy of close attention. informative articles and reports which Your Weekly | 
carried in order that its readers might have 


N \SSACHUSETTS HELD ITS FORTY-THIRD complete information possible on 
4 annual convention during the second week of this oil burning 


inonth. Five hundred delegates were in attendance 


. e . e . . \ \ \ | | I. | d \l ] \1 \ ’ 
Judging from a reading of the report discussions were W'! MANAGED TO SQUEEZE MILT MAR 


lively and decisions were arrived at only after the sub- vels in somehow in all this convention material 
ject had been examined from all sides. Among the sub His enthusiasm spreads itself over several pages concern 
jects which received attention was the important one of '"'g the thought that “As the Public Sees Us” is a mighty 
overhead. It is difficult to give, in a few words, a com-  ™ portant factor in building a business, and has one of 
prehensive idea of what was packed into three busy days. 1's customary examples where the principle he ad 
A reading of the report will do that for you and it is hs been applied 
sufficient to say here that with the same vigor in seeking 
solutions in evidence at every convention, we ought not N EWS! EVERYBODY WANTS NEWS. MII 
to be very far from a condition of things reasonably 2 lions are spent yearly by great news-gathering asso 
satisfying to every branch of the industry. clations that our curiosity concerning the doit t the 
rest of the world may be satisfied. ‘Then there is. the 
KLAHOMA SANITARIANS HEARD PRESI- "¢WS about men in your own line of work, as it appears 
dent Longley say that they were “one live bunch,” 1 €¥ETY Issue OF “Domestic Engineering.” As the gen 
a statement which is readily understood when you read deman ” the next desk, ping —— nis thoughts on 
the report of the two-day proceedings in Oklahoma City. the Editorial Page ~— a wile business you must 
The need, value and profitableness of developing a selling know the men in it.” We agree with him at | 
to your attention the news colum1 f Your Weekly, in 


organization within the individual shop was stressed. ; 

The retiring president had an interesting message to de- which you will find informa 
1 ° ¢ ° ° - < ) ‘Ss *P ‘TS Of th ) wl 1 iT | eati 

liver on the subject of working without a profit. He ind honest burgher puapigiss 

try and what they and their companies are doing. Keep 


struck a sound note when he spoke of the “intermingling 


of state associations” that each might profit from what yourself posted on the act ey as m ia . 
the other had learned and might be accomplishing. A industry. ee posted on the cha ee ee ae 
most constructive paper on the subject of jobbing work ©YSTY Wees Ta sicniness tina demsornanias, dicta apex _ 
that is, replacements, repairs, etc., was read, with em S. New equipm nt and n ew oe rature vu d be 
phasis on the fact that such work is desirable when prop a aoe seas igh = ee ee ee ee ee 
the days way back when 


erly handled because of its non-competitive character 
Getting over the idea to the public that the plumber is a 


merchant, and increased volume through the sale of farm 2 bd 
Water systems, formed another section of the construc- 
live program. 





22 DOMESTIC ENGINEERING April 17, 1926 





The Genuine “Toledo” No. 1A Ratchet Is 
The Perfect Threader For 1 to 2 Inch Pipe 


This ‘‘TOLEDO” No. 1A ratchet tool is the finest tool 
on the market for threading 1-inch to 2-inch pipe. 


For more than a score of years it has held the reputa 


66 99 tion of being the finest threading tool made, and to-day 
TOLEDO it is more than ever recognized by experienced operators 
as being the perfect 1-inch to 2-inch pipe threader. Made 

No. 1A— 


of the finest materials, all parts perfectly machined and 
fitted, the easiest operating, and strong beyond all possi- 


as 0 ble need, it has well earned this recognition. 


N E T Your jobber will supply you at this low net price, but 
insist on the genuine, look for the name and trade-mark 


and accept no substitute, if you wish real ‘‘TOLEDO” 


(WEST OF THE ROCKIES $12.75) service. 








Complete 


BUY BY COMPARISON AND YOU'LL BUY A 


a. ner 
ee 


THE TOLEDO PIPE THREADING 
MACHINE CO. Toledo, Ohio 


New York Office, 72 Lafayette St. 
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Day by day, as the sayin 


New Day _— 
— goes, the plumbing business 
Merchandising is becomin 


Some might refer to various trade ills in refutation of 


g better and better. 


such a statement, but any business in which constant im 
provement is taking place in its merchandising phases is 
getting better and better. And such improvement is be 
coming more and more noticeable in the plumbing busi 
ness. The increasing numbers of attractive stores, all 
in good locations, of window displays and of master 
plumbers who are real merchants give proof that plumb 
ing 1s no longer a lop-sided business—top-heavy on the 
mechanical side and light on the business and selling side 

No business could offer greater opportunities for met 
either. Aside from the obvious market 


chandising, for 


new plumbing and heating equipment—that gauged by 
the amount of new work ahead and by the buildings al 


ready standing which are without such conveniences 


there are tremendous possibilities among homes and 
buildings which already have plumbing and heating. Re 
placements, remodelling and the sale of additional fix 


tures and specialties are mounting each year to surpris 
ing volume, all as a result of the new day merchandising 
principles which are getting a firmer and firmer foothold 
among master plumbers and heating contractors 

\nd why not? The fair-minded person will agree 
with the statement, made before in these columns, that 
plumbing and heating are an under-sold industry. There 
are many, many cases where to call a building plumbed 
and heated is like calling a man dressed who wears some 
crude, one-piece garment. Dressed he may be, but hardly 
in the mode demanded by good breeding and appearance. 
And there is that same difference in plumbing and heat 
ing, 

The reason for such cases, probably, can be traced to 
the competitive contract system. Under such a system, 
the original contractor on the job is generally the one 
with the lowest bid. That means, as a rule, that the bar 
est necessities only are figured. The price must be low 

the contractor figures the job won't stand anything 
extra. Thus, thousands and thousands of homes and 
buildings today have plumbing and heating installed by 
men who figured no specialties, no extras because of their 
fear that, had they done so, they would not have landed 
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the job. Asa result, those very homes and buildings are 
waiting for merchant plumbers to come along and. sell 
additional fixtures and specialties 

\nd day by day those homes and buildings are ending 


their wait Phe merchant plumber, alive to such oppor 
tunities, is going after them. It is a well detined trend 
in the business. 

Y // Records continue to crash In pite ot 
¥ ae ‘ the enormous volume of build co 

Climbing structed in thie past Tew yea tists 

continue to show that every month is out trip thie 
other. i. W. Dodge | orporation just release frorure 

for the month of March which show the largest volun 
of construction contracts for any March on record. In 


fact, last month had a larger volume of contracts than 


any previous month except last .\ugust $597 879,300 


tells the story for the 37 states east of the Rocky Moun 
tains—-an increase over February of 53 per cent; over 
March of last year, 22 per cent \nd over a billion dol 
lars in contemplated construction was reported — last 
month, the largest amount for any month on. recor 
We are living in a record-breaking age, but the record 
that the building industry is setting are outstanding 
the business world \nd the important part of 1 i 
that, in the same ratio, plumbing and heating are set 
ting records. They set them a little later in the year 
but, nevertheless, they set them The busine l 
there. ‘The possibilities for profit are there 
P, ° That part of the plumbing business which 
arties 1S nourished by good fellow hip and good 
will is well nourished. In the last week in Chicago, tot 
example, four parties were held by plumb rs’ clubs—the 
prime purpose of which and the net result of which wer 


to cement further that feeling of good fellowship which 


is recognized as essential to social and business affairs 


The news columns of “Domestic Engineering” have ac- 
counts every week of similar parties all around the coun 
try. It all means that men and women, with similar in 
terests, are getting to know each other better under ci 
cumstances in which the hand of greeting is out and the 
friendly spirit is developed to the maximum. Life is bet 


ter because of it. Business is better because of it. 















An attractive accessory 
of the Alaska 
Plumbing & Heating 
at Portland, 


showcase 


Company 
Ore. 


s the Publ 


T A RECENT convention some very significant ques- 
tions 
of 

Surely it 

that 


types ol 


were asked during the course of the reading 
“As the Public Us.”’ 


heartening signs of progress 


a paper entitled, Sees 
of the 


any community the public is daily seeing 


is one most 
almost 


plumbing and heating establishments which are 


in 


impressive in their layout and display. 

It’s a strange thing, this building up of an impression in 
the public mind. You'll no doubt in other 
retail lines how most of the top-notch stores have adopted 
a more or less similar layout and display. That's because, 
through of experiment, improvement after 
another has been effected, until at last something very near 
at least something which has 
the ag- 
shops adopt it with individual differences. 


have noticed 


years one 
perfection has been reached 


the power to attract people is reached—-and more 


gressive 


S 


and the products we offer. 


KEEPING STEP WITH PROGRESS 

O IN OUR industry we are building up an idea of what 

will be most effective in the presentation of the service 
Gradually we are building up 
the public mind of our work and 
and it is no uncommon thing to see people stop 
and remark upon the beauty of a display of gleaming white 
ware. 


in a new impression 


worth; 


It is important that the public see any industry in a 
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‘to day. 





ic Sees 


By MILT MARVELS 


favorable light. Its opinion concerning that industry will 
be made up of innumerable impressions, gained from day 
Whatever 
tribute to that fund of favorable impressions by good dis- 
plays, courteous, efficient service and business-like methods 


each individual establishment can con- 


will benefit the whole group. 

One of the units in our own field which is going to do 
a lot to help along the good work is the new plant of the 
Alaska Plumbing and Heating Company, Portland, Ore. In 
a simple, big, light, airy building they have installed dis- 
plays of great beauty; and have laid out the shop and stock 
rooms in such a way as to minister to the greatest possible 
efficiency. 

Just twenty years ago the Alaska Plumbing and Heating 
Company was started in Portland, with a total 
capital of $250. In March of this year the firm moved into 
a $35,000 plant and held a grand opening, to which one 
thousand invitations were issued to old friends and pros 
These invitations are very dignified and 


Oregon, 


oF 


pective new ones. 


attractive, but at the same time are cordial and sincere 
They are printed on a gray folder, the front page of which 
carries a picture of the new building, and the words “Our 
New Home” in large type, with “In Our Own Building” a 
little lower and in smaller type. On the inside it reads 
thus: ‘We cordially invite you to visit us and inspect 
the modern display room in our new building corner Mast 
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sixth and Yamhill streets.” Over in one corner [Rg ; aca | 

is little paragraph carrying this sentiment r R =| 
all the kind friends whose patronage and 

good will during the past twenty years has en fa | 

abled us to build and equip the most modern ? 

plumbing and heating establishment in the Pa : 3 2. . 

cific Northwest, we wish to express our sincere : n ee °F 


thanks, and to assure them that our increased 
facilities will enable us to continue that service 
which you have learned to associate with the 
name of the Alaska Plumbing & Heating Co.”’ 

















That was a mighty constructive step to take 
The completed building is one of the finest on fr ie ? ; 
the Pacific Coast, and in its arrangement the : ee ; 
sank ad 1D | my Ll 
very best facilities for merchandising and serv ae ' 
ice have been incorporated a, 
Se 
iige 
2 1 | 


FROM SMALL BEGINNINGS "ye 

SN EORGE G. ROOT, now president of the com . 

J pany, founded the concern in 1905, and 
associated with him at that time was his brother 
William, who is now instructor in the recently 
organized apprenticeship school for plumbers in 
Portland. For six years after 1905 George 





Root worked in a bank and co-operated with 
the plumbing business as time permitted At 
first from small job work and _ repairs, the 





company branched into a modest residence busi —— 


ness, but whatever they did, service was always Stock room devoted exclusively to brass goods 

stressed above price. That is the policy of the 

company today. —that and constant, consistent advertising new building announcing that the Alaska Plumbing and 
Very early in this business the ideas of the Trade Ex Heating company is doing the work. Since residence work 


tension Bureau for advertising were adopted. While other comprises at least one-third of the business this gives a 
phases of publicity have supplemented from time to time, good distribution of outside advertising at a reasonable 
the red tags bearing the name of the Alaska Plumbing and cost 

Heating company, are tied to every fixture that is installed The volume of business done last year by this firm was 
Mr. Root says that he regards this as one of the most about $650,000. Approximately $200,000 of this was resi 
effective ways of educating the public to the service which dence work For the past five years the volume of an 


the company offers. nual business has averaged about half a million The 
In addition to the red tags, the company always displays company is now engaged in installing the $110,000 plumb 

a large card in a conspicuous place on the premises of a ing, heating and sprinkler work in the Masonic templ« 
For the few years preceding the war the 





Alaska company had expanded from the small 
jobs which emploved their interests at first, to 
a large amount of apartment house work, the 
volume of business during the vears preceding 
the war being about $60,000 But although the 
bigger contracts began to come their way, they 
still kept somewhat to the residence field as 
something to tie to if big business went slack 
So while during the war years, there was little 
building of any kind, this small work for that 
period and the lean one following the war 
. helped them to keep the organization together 
y and to hold on to their good journeymen and 
expert work crews as far as possible Conse 
quently when the building industry began to 
take a fresh boom the Alaska was in shape to 
enter the competition ready for service, 
Newspaper advertising has been featured for 
about five years now in the Sunday papers and 
business dailies. Since about the first of the 
year the series used last year has been discon 
tinued, and the new campaign has not as yet 
been outlined, but something fresh in content 





and of educating value will be introduced Mr 
Root believes that advertising should not only 
call attention to a particular firm and its serv 
ice, but that it should inform and educate the 





Dignified and well lighted office of the company public and prospective customers in the high 
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KEFECTIVE DISPLAYS 
ITCHEN sinks, laundry trays and many styles of bs 


K 











are all located most effectively, with prices p! ly 
BUSINESS CONTACTS visible in a small brass card container just above h 
f PHASE of getting busines which is particularly piece. In the entire display there is no attempt, however 
A stressed by this firm is the representative which they to show exceptional pieces, or those prohibitive in | 
employ to make busine ontacts with architects and Since the display room is intended for a sales-room 
leading contractors A man of highest qualifications and merchandise that will appeal to the prospect is feat d 
successful personality — and not fixtures w h 
is employed for thi would only get a 
purpose, and this serv ity “look.” 
ice is counted of su The display case of 
preme importance. The small accessories is 
Alaska Plumbing and twelve feet long, and 
Heating Company ha occupies a conspicuon 
now about sixty em place in the general 
ployes, although there exhibit. At night spot 
are more than this at lights arranged abov 
times during extra the windows play on 
work - the entire room so that 

Harry Breitbarth The garage and automobiles of the company it is visible from the 
who ha been asso street. 
ciated with Mr. Root for a long time in various capacities, Among other distinguishing points in the display room 
is now secretary of the company, and in charge of the is the gorgeous picture of Crater Lake with its vivid blue 
plumbing contracts outside J. W. Kelly is head of the effect contrasting so beautifully with the color scheme of 
heating department the room This room couldn't be mistaken for an ordi 

Mr. Root is a strong advocate for the apprenticeship nary plumbing shop It is rather a store or sales room 
schools ‘We have been overlooking the practical teach The sign on the window designates it as the Alaska Plumb 
ing of technical knowledge and have in the past encour ing and Heating Company, and the picture of Crater Lake 
iged speed at the expense of thoroughness and accuracy,” ties it up to Oregon in a really personal way that demon 
he says, “and to train efficient, trustworthy workmen we trates the loyalty of the firm to the state where it gained 
must help the boys to use their heads as well as their success and prosperity. 
hands.”” He went on to say that the plumbing industry can Above the bath-rooms, on the mezzanine floor, is the 
build for the future only through injecting young blood brass room which contains at present between seven and 
into established firms and encouraging these yvoung men to eight thousand dollars worth of stock. It is noteworthy 
carry on in the right way with highly efficient ideals that a plumbing concern should devote an entirely separate 

All of which leads us back to the new plant and its tock room to brass goods alone, and that any company 
equipment which has arisen out of the suecessful service should carry that much stock But it is merely an indi 
offered by this company as it has progressed cation of the progressiveness of such firms as the Alaska 

The plant is 100x100 feet exterior dimensions, one Plumbing and Heating Co. On the mezzanine floor above 

tory in height, but comprising 14,000 square feet of floor the general offices are three private offices, which do their 
space, including the mezzanine floor. The main front door share in creating the impression of a well-conducted busi 
opens into the artistic display room a photograph of which ness 

is on the cover, with the general offices to the right The The rear of the plant is the pipe warehouse and ga 
display room is almost an entire exposition in itself rage Another stock-room in front of the building joins 
About sixty fixtures are displayed, not the least notable the display room. There is a heating department stor 
being six styles of closets under water, a fountain in the room and work-room opening out of this. The garage 
center also under water, and an EverHot heater ready for adjoins the warehouse and here the six trucks of the com 
demonstration This heater also provides hot water for pany are housed and cared for. The traffic man has a 
the workmen’s lavatory, the ladies’ rest room and the of private room looking out on the shop, garage and general 
fice men’s lavatory. warehouse. 

Three complete bath-rooms are built in, with shower Six hundred bins for fittings are installed in the stock 
baths, dental bowl, rubber curtains and pictures on the room, and in the departments for pipe in the rear two car 
walls, the decorations being in soft contrasting tints. The loads of pipe can be carried. On the mezzanine floor of 
walls of the display room are a soft buff color done in the stockroom are the boilers and small materials. Three 
brocade stucco, and the trim is a mild grey Fixtures of skylights top the stockrooms. 


the room are of 


Spanish design 





Exterior view of the attractive 


building which houses the firm 
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ene showing some of the great steel mills of Gary. 
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Fig. 1 


A Problem in 
Single Main Hot Water Heating 


Can You Solve It? 


T IS said that we can profit greatly and add to our’ properly there has been a cause for the troublesome con 
education by considering the experiences and mistakes’ dition and there has always been found a number of men 
of others. There is much truth in this saying, how- who have accepted the condition as a challenge of th 

ever, we would add to it somewhat by including the ability and who at once set to work to determine th« 


iccesses Of others cause and to devise a method of overcoming the troubl: 
The wonderful development of the science of heating Among the letters or inquiries to our Questions and 

for it is a science—-has been largely due to the many ad- Answers Department there are many which are of consider 

vantages we have derived from considering the efforts— able interest to the trade in general. A letter of this cha! 

experiences, mistakes and successes—of the men who in acter was recently received from a subscriber living in thé 

past years have been engaged in heating work When state of Washington. He writes as follows: 

heating systems or appliances have failed to function “Enclosed please find a sketch of a hot water job 
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which -went ‘hay wire’ in that the last two connections 

would circulate the wrong way as indicated on the plan. 

|! tried every way I could think of to find out why it 

should work that way, but to no avail, so I disconnected 

the returns and ran a separate pipe back to the boiler as 
wn. 





| ae 4 
//OW. 


Fig. 2 


“TI might say that the job works like a charm with the 
exception of these last two connections and as I have put 
in quite a few one pipe jobs and never had any trouble I 
am still at loss to know what causes the hot water to flow 
up the return pipe when the flow connection is ahead of 
the return connection on the main; also taken from the 
top where the hottest water flows, the radiators being con- 
nected top and bottom, as they are. I would suppose it 
would be difficult to establish a reverse circulation. 

“T had an idea that it was on account of the height of 
the circuits in the risers churning up the water in the 
main, so I drew down the water so that only the ground 
floor radiators were filled, but the results were the same.” 

The sketch submitted with the above letter we show as 
Fig. 1. This sketch illustrates in detail the method used 
by correspondent in piping the job. We have reproduced 
his sketch as nearly like the original as possible. The 
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dotted lines show the separate returns from the last two 
radiators connected as referred to in his letter Fig. 2 
shows the method of connecting the flow and return 
branches to the main and Fig. 3 shows the method of con- 


radiators These 


sketch submitted. 


necting the supply and return to the 


illustrations were details shown on 


the 
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Fig. 3 


should like to have this problem solved by our 


What causes the trouble experienced by our cor 


We 
readers. 
respondent and how can it be corrected? 

Here is a challenge to every heating 
or fitter—and ‘‘Domestic Engineering’”’ 
have our readers submit their opinions and suggestions be- 
lieving, as we do, that the problem of very 
great value and interest to the steam fitting trade 


man contractor 


will be pleased to 


presented is 


Levy Adds Another Plumbing Shop on Wheels 


fleet of ‘‘Plumbing Shops on Wheels.” This pro- 

gressive Dallas, Texas, firm adopted the motto 
years ago that the ‘‘Public is Always Right.’”’ By that 
motto it meant that in its opinion the familiar com- 
plaint about paying for the time required for a journeyman 
to return to the shop for tools and materials was justified. 
The public was right; it should not have to pay for that, 
He, therefore, brings his shop 


H ERE is the latest addition to Levy Plumbing Co.’s 


was Mr. Levy’s decision. 
right to the customer. 
His trucks, like the one pictured, are completely out- 
fitted with all the tools and material necessary to do any 
A customer 


ordinary and most extraordinary repair jobs. 












PO YEE 


go LEVY SE RUMBINGR © Og 


calls for service and one of Levy’s “Plumbing Shops on 
Wheels” that fact, 
the shop early every and do 
They the 


care of 


trucks leave 
return until 
that come in 
returning to the 


answers call In these 


morning not 


take care of all calls 
and them without 
It is real And Mr 
it has paid him handsomely to operate such a service, 


Note the excellent use Mr trucks to 


evening. 


take shop 


service Levy believes in it because 


Levy makes of hi 


display some specialty. These “Plumbing Shops on 
Wheels” are familiar sights on the streets of Dallas. In 
fact, their advertising value is alone worth considerable 


Levy Plumbing Co system of operating this fleet of 


trucks is complete to the last detail. 











Massachusetts to Continue Field Work 


Increase in dues voted to maintain field secretary; 
W. T. Wordell, Taunton, 1s new prest- 
dent; permanent office opposed 





. THE final hour of its forty-third annual convention, 
| ind after he 1 debate, the Massachusetts State Asso 

tion of Ma I bers, In unanimously voted to 
ontinue the po field executive and to raise the 
annual due of the ociation, now $12 to $25 per year 
to defray the expenses of the office 

Ex-President William H. McElholm, Lowell, moved the 


idoption of the resolution increasing the annual dues from 
$12 to $25 in order to continue the office of field execu 
tive President Loan pointed out that at the previous an- 
nual convention the executive committee was instructed 
to establist uch an office if funds could be secured and 
that funds were secured through donations from master 


plumbers. When the question was put to a vote, the reso- 


lution endorsing the field executive and raising the dues 
was unanimously adopted. Unanimous approval was like 
wise given the Publie Comfort Station movement 
Resolutions were passed disapproving the creation of 
a centralized office for the National Association, approving 


the standardization of boiler tappings, ratifying the vote 
of the National Association of making a wholesaler a 
wholesaler, thanking the allied trades and the Massachu- 
setts Sanitary Club for the success of the apprenticeship 
classes, the establishment of an apprenticeship commis- 
sioner, and endorsing the Public Comfort Station move 
ment 
OFFICERS ELECTED 

& HESE officers were elected President, Wallace T 
[ Wordell of Taurton; vice-president, Charles F. Peck 
of Greenfield; treasurer, J. Preston Perham, reelected 
The secretary and directors, under established custom in 
the association, will be named by the new president 

Delegates to the National Convention elected are Retir- 
ing President Daniel F. Loan of Worcester, President Wor- 
dell and John A. Cotter of Lowell Alternates: Jonas A. 
Larraway of Winchester and Thomas A. Hellyer of New 
sedford 

Business sessions on both days of the convention, Mon 
day and Tuesday, April 5 and 6, were held at the Hotel 


Brunswick while the association united with the Massachu- 


setts Sanitary Club for the annual banquet and ball, held 
the the 


merce 


in main dining Chamber of Com- 
Monday night 
Daniel F 


forenoon 


room in soston 
President 


Monday 


Loan called the convention to order 


and appointed Patrick A. Lang as ser 


geant-at-armes, a position he has held for many years. 
These committees were appointed: Auditing—G. Wil- 
bur Thompson of Newton, J. J. Curtis of Quincy and C. H. 
Hurley of Haverhill; credentials—-M. Greenleaf of New 
sedford, C. P. Sennott and P. A. Long of Boston; reso- 


lutions Andrew McGlynn of Taunton, P. J. Donaghue of 


Boston, C. F. Woodbury of Peabody, R. T. Thatcher of New 
tedford and James A. Trow of Salem. 


Following Loan submitted his re 


port in which he spoke of the successful establishment of 


luncheon, President 


classes for apprentices in taken 


in other sections of the state which will probably result 


Beverly and the interest 


30 


in similar classes next season, this work being accomplished 


through the work of the Massachusetts Sanitary Club. He 
urged pas of a resolution heartily approving the mov: 


ave 


ment He spoke of the good work of the field executive 
during the short time he had been in office and declared 
the office could not be continued unless additional financial 


support was forthcoming, recommending an increase in 


dues from $12 to $25 per year for the purpose. 
of the of the 
Plumbers after efforts had been made to abolish the board 
of David Craig 
Prof. Edward F. Miller of the Massachusetts Institute 


He Spoke 


appointment State Board of Examiners of 


and the selection of ex-National President 
and 
of Technology to that board together with Col. Root repr 


senting the building trades He gave a brief report of 
the National Convention which he attended at Portland, 
Oregon, as a delegate from Massachusetts and closed by 


urging the membership to make prompt settlement of dues. 


The convention voted a telegram of sympathy to Vice 
President Wallace T. Wordell of Taunton who was un 
able to attend because of the death of his mother. 

As Secretary George T. Tucker of Worcester was in 
Florida where he is now engaged in business during part 
of the year, his report was given by Treasurer J. Preston 
Perham It showed 43 new members added during the 


year with a net gain of 29 and a number of applicants to 
be added at an early date. 

and all 
of 


ac 


Treasurer Perham reported a balance of $479.33 
bills the the 


$7,000 executive 


paid with expenses for in 
for field 
count showing a total raised of $2,582.54 and a balance on 
of $243.30. 


Mr. Perham also read the report of the directors, writ 


year excess 


The fund was a separate 


hand 
ten by Vice-President Wordell, in which it was pointed out 


that 


ticeship commissioner 


Massachusetts was the first state to have an appren 
in the field and a working appren 


ticeship organization, closely followed by Pennsylvania 
It recommended that Mr. Baker be Known as the exec 
utive secretary of the association. 

Reports of the zone chairmen were given. Chairman 


Charles F 


work 


Peck reported Zone 2 had accomplished much 
Springfield, in Holyoke 
would need the assistance of the officers there. 


and 
Il 
Trow, chairman of Zone 6 was unable to be present as h¢ 


good in was working 


James 


is serving on the jury at Lawrence, but he sent a written 
report in which he told of the establishment of the firsi 
apprenticeship school in that district, Beverly, with 58 
pupils. Mr. Trow was able to attend the convention th 
following day through courtesy of the presiding justi 
excusing him for the day. 

Andrew McGlynn reported for Zone 9, pointing ont 


good work accomplished in Brockton, New Bedford and 
Fall River. Similarly optimistic reports were made by 
Wilbur Thompson for Zone 7. The other zone chairme! 
are R. V. Worthen, Leominster, Zone 1; J. J. Curtis, W 
laston, Zone 3; J. G. Gillespie, Boston, Zone 4; C. M. Nei! 
Haverhill. Zone 5; S. J. Leavis, Somerville, Zone § and 
A. H. Wordell, Taunton, Zone 10. 


Two essays were submitted, one by G. Wilbur Thor 
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17, 


of Newton on “Overhead,” in which he pointed out the 
portance of carefully considering and computing over- 
Margeson of 


in which he urged 


d for successful business; and by Ernest 


Bedford on ‘‘Proper Estimating,’ 
in estimating and particular attention to the reading 


W 
of plans, credit of customer, written contracts, recording 
contracts, collection of payments when due and talking 
ality, instead of price, for work, 
COMMITTEE CHAIRMEN REPORT 
~*~ XECUTIVE Edward L. Baker 
ke mitted his report covering the four months of oper 
ation of his office from December 1 to April 1. He spoke 
its activities regarding the establishment of the board 
State Examiners of Plumbers of the of 
David Craig on this board with Prof. Miller, who was also 
iggested for the appointment by the state association di- 


Representative sub- 


f 


and retention 


ectors He spoke of field work with good results accom 


plished in Brockton, of securing passage of proper plumb- 
of 


cent, of securing applications from 


ing rules in Marion, organizing the Quincy local 100 


per 70 master plumb- 


ers for membership in the association which equals one- 





The joint banquet of the Massachusetts Master Plumbers’ Association 


Chamber o 
sixth of the present membership, and of a vast amount of 
office and field work carried on. 

James G. Gillespie reported for the legislative committee 
on work done regarding the State Board of Examiners and 
of the effort now being made to secure from the state an 
appropriation of $3,000 for the expenses of the office so 


rag 


that a permanent secretary could be on duty there at all 
times, 
The annual banquet, in which the Massachusetts San- 


itary Club joined with the Master Plumbers’ Association, 
Was next in order under the able chairmanship of Joseph 
\. Maynard of the Boston Waltham. Follow- 
ing a splendid repast during which there was community 
on the famous Chamber of 
organ, President Daniel F. introduced 
William H. McElholm of the Sanitary Club as 
Mr. McElholm paid high compliment to the 
work of Secretary Fred W. Allison of the Sanitary Club for 
his 
E. Quinn, 
impersonator. 

William J 


Brass Co., 


singing and organ numbers 


Commerce Loan 
President 


istmaster. 
work for the club. A program was given by Thomas 


tenor soloist, and Bert Clark, entertainer and 


Fortune, assistant vice-president of the Na- 
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tional Shawmut Bank of Boston, gave a stirring address 


on “What's the Matter with New 
pointed out that New England’s industries were increasing 


England?”, in which he 


in size and importance, as verified by statistics, in spite 


of the pessimists. He spoke of the growth in textiles, in 


boot and shoe manufacturing, of the remarkable growth in 
summer resort business despite the claims of Florida, of 
the beauties of the section and its climate, of the remark- 
able growth of Boston and its suburbs and of the whole 
state, with new building construction breaking all records 
and the outlook for the current year surpassing any pre 
vious year He urged everybody to become a fooster for 
New England.” 


William G. Bergner, secretary-manager of the National 
Trade Extension Bureau brought the greeting of the na 
tional officers, and urged master plumbers to organize their 
business and surround themselves with men who can do 
certain things, saying that it is impossible for one man 
to do everything 

He believed stenographers and bookkeepers in a plumb 
ing establishment should be trained as salespeople, so 
should male emploves, so they would know how to wait 








e- pe 


and the Massachusetts Sanitary Club in the Boston 


f Commerce. 


on people who enter a place. He believed plumbers should 
keep neat, well arranged stores, that their offices should 
be neat and orderly and declared such attention also in 


sured economy in operation of the business and employes 


in a clean, well kept store were far more efficient than 


those in a disorderly, dirty place 


He prophesied more new business in the next few years 
He the f the Trade 
was to sist the industry and its 


He said some plumbers operated on vol 


declared purpose 


than ever before 
Extension Bureau as mem 
bers to success 
ume and when they ended a year they were worse off than 
had operated on less 
equitable profit He one 
industry was that plumbers went after every job instead 
caring of work at a 
better profit He said the Bureau was trying to establish 
the of He urged 


adoption of a good set of records for every shop declaring 


3 with a more 


volume 
of the 


they a far 


declared troubles of the 


of properly for a smaller amount 


use common sense in the business 


he didn't e how anybody could succeed unless suitable 


records are kept. 
“We are competing with the auto, with radios, player 


St 


(Continued on Page 74) 








Mil Burner Association Discusses 


Consumer in Third Annual Meetin 
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Wallace C. Capen, of St. Louis, Mo., Lionel L. Jacobs, of Toronto, Cana- Cc. H. Chalmers, of Minneapolis, 
first president of the American Oil da, new president of the American Minn., director and retiring presi- 
Burner Association. Oll Burner Association. dent of the American Oil Burner 
Association, 
NIFTEEN hundred men from various parts of the has been a prominent figure in the American Oil Burner 
4 United States and Canada, all interested in what is Association since its beginning. 
stated to be a ninety-five-million-dollar-a-year factor It was expected that 1,500 representatives of oil burner 


in the heating industry, met for three days’ convention at 


Detroit on April 6, 7 and 8. This was the third annual 
meeting of the American Oil Burner Association. The first 
convention was held in St. Louis in 1924. This first in- 


vitation to oil burner men and makers of oil burner acces- 


sories to join together and share each other’s troubles and 


triumphs, met with a response more hearty than the most 


optimistic dreamed of. The second convention in Chicago 


n 1925 showed twice the amount of interest and twice the 
attendance of the first convention. The third convention 
in Detroit so far exceeded the convention of 1925, in num- 
bers attending, number of exhibits and interest shown, that 


speakers the 
and look 
ciation will be numbered by thousands instead of by hun- 


dreds they are at the 


it would end 
members of the asso- 


on program wondered where 


forward to the time when 


as present time. 

Almost of oil burner manufacture and in- 
stallation was represented by exhibits. There were power 
oil burners with controls, gravity oil 
tanks, oil burning inciner- 
ators, oil burning boilers of both the copper tube and cast 


every phase 


oil burners, gravity 
burners without controls, oil 
iron type, oil pumps and tank equipment, copper coils for 
adapting old boilers fiexible metal hose, 
thermostats and boiler feed con- 
transformers, refractory 


ments, electric fans, draft gauges and Orsat instruments, 


to oil burners, 


various other controls, 


trols, electric refrigerators, ce- 
motors, oil-gas cooking and heating stoves, etc. 

Without preliminaries, without ceremony or loss of time, 
but tact that has characterized his 
administration, C. H. Chalmers of Minneapolis 
conducted the sessions up to the time of the election of the 


new president, Lionel L. Jacobs, of Toronto, Canada, who 


with a deftness and 
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concerns, representatives of accessory manufacturers, dis- 
tributors, dealers, heating contractors, heating engineers 
and salesmen would attend, and in fact, it was esti- 
mated that those viewing the numerous exhibits and listen- 
ing to the discussions in the convention hall, probably ex 
ceeded that number during one afternoon. 


While this convention and exhibition had its 
side, it was essentially a project for the conducting of oil 
burner business. Quite a number of heating men were 
present and made connections with oil burner manufactur- 
ers who had oil burners on exhibition. The business ses 
sions were planned for those affiliated with the oil burner 
industry, while the exposition attracted a large number 
who were interested in selling oil burners. This demon- 
stration of the rapidity with which the oil burning indus 
try is growing, doubtless made a lasting impression upon 
the home owners of Detroit. The first evening of the con 
vention was ‘Detroit night,’’ when architects, building con- 
tractors, consulting engineers, heating contractors, indus 
trial plant executives and home owners of the automobile 
city, took advantage of this opportunity to get a close-up 
of many of the oil burners they had seen advertised. On 
the evening of April 6 the Michigan Oil Burner Dealers’ 
Association entertained the national officers and past offi 
cers of the association, and their wives, at a dinner danc: 
Among the Detroit men present were Walter Tant, pré 
ident of Silent Automatic Oil Burner Corp. and Colonel 
Fred Glover of the Timken-Detroit Axle Company. Th¢ 
local committee in charge of arrangements was as follow: 
General chairman, J. S. Donnelley, Michigan Oil Heating 
Co., who had charge of the entertainment; John R. Bate 
of Fuel Oil Burners, Inc., in charge of finance; Dale 0 


social 
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Miller, Michigan Heat & Coal, Inc., in charge of publicity; 
G. S. Meikle, Silent Automatic Burner Corp., head of the 
reception committee; Charles Van Mannen and Ralph Nett- 
ng of the Oil Burner Engineering Co. 


MAKING FRIENDS WITH THE CONSUMER 


ROM the point of view of one of the leaders in the 
k association, the keynote of the convention was ‘‘Mak- 
ing friends with the consumer.”’ This spirit ran through 
the address of Secretary Leod D. Becker, the report and 
forecast by C. S. Kettering, General Motors 
Corp., an analysis of future supply of burning oil by R. L. 
Welch, general counsel, American Petroleum Institute, the 
address on “Our Petroleum Resources,”’ of C. F. Olmstead, 
technologist of the association. Making friends with the 
consumer was the foundation of the proposed national ad- 
vertising campaign outlined by J. J. 
O'Donnell, salesmanager of the Wm. Green Corp., an ad- 
vertising agency of New York city. Making friends with 
the consumer was also a feature of many other papers on 
the program. 

That perennial question, ‘‘Where is the future supply 
answered in a most 
In his opinion the 


president, 


which was ably 


of burning oil coming from?" was 
satisfactory manner by R. L. Welch. 
production of petroleum, its products and liquid fuels from 
other substances than petroleum, will not need, in the fu 
ture, to depend upon the natural sources now apparent, but 
will depend upon the demand of the consumer. 

“The consumer holds the key to the economic use, as 
well as the economic production of all raw materials,”’ he 
said. ‘The consumer holds in his hand the economic in- 
itiative, referendum and recall with respect to every com- 
modity. ' 

“So long as the householder is willing to buy high-pow- 
ered six-cylinder cars, and pay for the gasoline to get the 
ashless fuel necessary for these cars, he will be willing to 
pay whatever it must cost to use oil-in his oil burners. 

“In addition to the twenty-six billion barrels of crude 
oil now in known reserves, there are new possible supplies 
of almost unlimited quantity, for wood, shale, coal, lignite, 
will in the future, be sources of liquid fuel. It is con- 
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fidently expected that 
within the 
years, expert 


next ten 
chemis 


try will be able to 


convert coal directly 
into liquid products 
which can be used 


for internal combus- 
tion and for fuel for 
both domestic and in- 
dustrial heat produc 
tion. 
“The 
is the 


problem 
of the 
whole question of the 
fuels for 


ash 


essence 


choice of 
heating purposes and 
future 


insofar as the 


is concerned, there is 





not the slightest rea 
son to that 
liquid fuel at a rea 


believe E. P. Pa. 


director 


Bailey of 
and 


Philadelphia, 
of the 


past president 


sonable cost will fail. American Oil Burner Association, 
Natural sources now 
known, the science of chemistry and the consumers’ de 


mand will always answer the question of where to get 
liquid fuels and how much should be paid for them.” 
sed by M. BE 


general manager of the Northern Machinery Co. of 


This point of view was also expre Simpson, 
Minne 
In his address on the natural draft burner 
aid: ‘‘Whatever ¢ 


even though we 


apolis, Minn. 
and its place in the industry, he ontrib 
utes to our comfort we will keep have to 


drag the bottom of the seven seas for raw materials.” 


PROPOSED NATIONAL ADVERTISING PROGRAM 


ROBABLY the most interesting discussion of the con 
vention, from the point of view of the manufacturer 


and seller of oil burners, was the proposed program of 
national advertising to acquaint the public with the ad 
vantages of oil burners. This plan of advertising was 


presented in a very complete and concise form by mean 
Leod D 


The plan involves the use of 


of charts and diagrams, by Becker, secretary of 
the association 69.500 in 
the coming year in direct-by-mail, business paper and gen 


The 
oil burner 


eral periodical advertising. proposed campaign fs 


manufacturers find pro 


subject of oil 


based on the fact that 
spective customers poorly informed on the 
burning. A survey of the situation, conducted by the re- 
search department of the American Oil 


tion, shows that oil distributors who replied to question 


Jurner Associa 
naires, reported that only about one-half of the engineers 
in their field understand oil as fuel 
Consulting engineers approached, reported that le than 


the possibilities of 


one out of every seven among plant engineers and super- 


intendents with whom they came in contact were well in 


burning and recommended that an educa 


the 


formed on oil 
tional campaign be 
would be to give more exact data on this subject 
other the great 
wide educational and advertising campaign 


undertaken, purpose of which 


Various 
nation 


investigations show need for a 


No one manufacturer can afford to educate all these 
groups. To do so would call for a far greater investment 
than even the largest oil burner manufacturer would care 
to undertake, but together they can profitably pay what 


ever may be the cost of telling the story in a national way 
The first 
burner salesman is to sell his customer on oil burning, and 
that an 


cost of 


to prospective customers, problem of the oil 


sociation 
the 


it is believed by many leaders in the as 
aggressive advertising campaign will lessen 


making sales by at least 50 per cent. 
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The first step toward the proposed advertising campaign 
ration of an analysis of the market for oil 
extent of the 


was the prepa 


burning data as to the knowl 


comprising 


edge of oil burning among domestic and industrial con 
umers and among the various groups, the heating con 
tractors, consulting engineer building contractors and 
others with whom the consumer is likely to come in con 


tact when he purchases an oil burner. It is expected that 


members of the American Oil Burner Association will con 


tribute amounts proportionate to their sales in support of 


this program. It expected that accessory will be 


men 


liberal in their donations to this fund. It is expected that 


makers of electricity will be 
In fact 


and of the 


partners in this campaign. 


entative of various makers of electricity 
Light 


of that 


repre 
National 


iat the 


Klectric Association expressed 


the opinion t members association would 
be willing and anxious to give this plan financial support 
It is expected that this plan will broaden the present field 
lessen sales 


of oil burner sales, help to locate new markets, 


resistance and »w the seed for a better and a sounder 
business. 

J. J. O'Donnell ale manager of 
New York city, 


could not render its greatest 


Wim 
work of the association 


(Green Corp of 
believe that the 
service to the members, un 
He spoke 


mentioning in 


less it instituted a selling activity of some kind 
of the sale 
cidentally that the first a 


United 


work of various associations 
ociation of business men in the 
IS65 This 


Milwaukee and were con 


States was organized in group was 


organized with headquarters in 


cerned in the manufacture and distribution of liquid fuel 
of a different character from that now 
Now 


associations in the United States and he 


used in oil burners 


This was for internal use there are almost 2,000 


cited the experi 


ence of a number of them in planning and carrying out 


nation-wide educational and advertising 
“The 


come to be considered one of the 


programs 


co-operative trade association could not have 


most constructive move 


ments of commercial development,” he said, ‘unless they 


had recognized the value of co-operative selling Un 


doubtedly more new associations owe their existence to 


the need for collective sales promotion than to any other 


Cause 
Speaking of the sale promotion work of the Copper 
said, ““‘What has 


which has 


and Brass Research Association he 


the result of all thi 


been 


work extended over a 


period of five years Simply this,—there has been a 


steady increase in the onsumption of copper, brass and 


bronze and the ules of their leading products have 


great gain.”’ 


The experiences of the various associations mentioned 


by Mr. O'Donnell seem to prove that no industry should 
than 


embark on a program of sales less 


that 


promotion for 


three years; they should not attempt to start a pro- 
gram without sufficient appropriation to successfully carry 
it out; that there 
the part of all 


each year, and a 


should be a thorough understanding on 
members as to the results to be obtained 
definite program set for it in advance; 
should be agreed upon by all! 
called for Mr. O'Donnell 


fuels organized 


that a basis for assessments 


concerned before a dollar is 
that 
against the burning of oil in both the 
trial fields, the oil 


problem 


believes with competing actively 


domestic and indus 
burner 


industry is confronted with a 


second to none insofar as the associa- 
The 


ales resistance to the idea of oil burn- 


which is 


tion is concerned industry is growing rapidly, but 


members find the 
ing results in selling costs that are too high 
with the 


ter known 


compared 


selling costs of similar devices which are bet 


With the association back of the proposed program of 


education and advertising, correcting misinformation and 


made 


April 17 


counteracting competitive propaganda, it is expected 


individual companies can confine their efforts less to 


ing the idea of oil burning and more to the advantag 


their particular equipment Expressions of opinion 


asked for regarding the proposed campaign and it 


gnificant that there was not one objection raised aga 
it. It seemed, however, that many of those present wi 
to discuss the matter with the concerns they represe1 


before committing themselves to the support of this 


but with the before t} 
had 


one of the leaders in the association that 


vertising program, examples 


of what other associations done, the opinion 


expressed by 
before the national program of adv: 


would not be long 


tising and education would be started. 
DISCUSS NATURAL DRAFT BURNERS 
"3 WO advocates of the natural draft burner were J 
| Breese of the Breese Engineering Company of Chicas 
and M. E. Simpson of the Northern Machinery Co. of Mi: 
neapoli Mr 


burner and its relation in the oil 


Simpson in his address on the natural dr 

burning industry, said 
The natural draft burner is needed because many peopl: 
cannot pay the price for the power burner. The natural 
draft burner also finds a market where electricity and ga 
There is a field for the power burne: 
field for the 
draft 


not competitive to the power burner.” 


are not available 


and there is a natural draft burner. I be 


lieve the natural burner to be supplementary and 


Mr. Breese also believes that the natural draft burne 
has a rightful place in the oil burner industry, that many 
available which 
draft 
under conditions to which they 


draft burners are 


with the 


natural now compare: 


favorably best forced burners when in 
stalled He is 
looking torward to further improvements in natural draft 
draft and left 


when the amount of oil 


are suited. 


burners and forced burners as well, with 
the audience the suggestion that 
was made a function of the draft in natural draft burners 
that 


these burners would take a still higher place in the 


oil burner industry, 


HOW TO SELL OLL BURNERS 

PHY HE SUBJECT, “How to Sell Oil Burners’ has been 
| discussed at every previous convention of the Ameri 
Burner Association and it was discussed again in 
Van that 
that showed wide experience in selling and much thought 


ean Oil 


Detroit by Chas Mannen of city in a manner 


in,the preparation of the address. The subject was di 
vided into market analysis, selling the sales quota, hiring 
the selling force, training the sales force, managing the 
sales force and determining the most effective method of 
While this 


more exhaustive manner in 


carrying out the program address will be 


treated in a future issues of 
here to outline 


this 


“Domestic Engineering,’ it may ba well 


some of the most important features of most valu 


able talk 
Market 
may be 


where sales 
Ther: 
prospects for oi! 


finding out 
Mannen explained. 


analysis involves the 


waste made, Mr. Van 


is no use canvassing those who are not 


burners; those who are good prospects may be selected 


from various commercial lists, voters lists, telephone di 
, the factors in their selection being the kind 
live, 


rectories, etc 


of residence in which they whether those residence 


are located on good or poor streets, ability of the owns 


} 


to buy, ete. From these lists, the sales quota may be 


termined The sales quota sets up an objective It tel 


how many burners should be sold. If the quota is not 


reached it is then time to inquire why Some very e! 


lightening points were given from his experience in hiri! 
salesmen. Salesmen he said do not like to be interview 


(Continued on Page S81) 








This display box has made money 
for hundreds of heating merchants 


T is the standard shipping container for 
Airid Air Valves —and it is a silent salesman 
as well. 


Opened up, as in the photograph, it stands on 
the counter, or in the window, and displays 
Airid Air Valves to every passer-by. 


There’s a selling message on the carton itself 
and behind it are many millions of Airid 
advertisements. Put this carton to work fot 
you. 











At your jobber or from our nearest branch 


Manufactured and guaranteed by the 
World’s Largest Makers of Heating Equipment 


AMERICAN RADIATOR ( (OMPANY @ 


IDEAL Boilers, AMERICAN Radiators, ARCO Valves and Reg: 


816 S. Michigan Ave Dept. S Chicago, Ill 





Al 


AIR VA LVES 
make cold radiators HOT 


fitany radiator 














Oklahoma Hears President Longley 


Sam Rice, Oklahoma City, elected president; many constructive 
papers read; permanent office opposed 


T THe twenty-fourth annual convention of the Okla 
homa State Association of Master Plumbers held at 


Oklahoma City 


April 5 and 6, that organization 
went on record as favoring the “Make a Wholesaler a 
Wholesaler” r lution The Huckins Hotel was conven 
tion headquarter nd the convention was one of the 
busiest that that ociation has ever held, over 300 del- 
egates and guests being in attendance. 





President-elect Sam Rice, of Oklahoma City 
NEW OFFICERS 
officers were elected for the ensuing 


AHE following 
‘T year Sam Rice 
Gillert of 
secretary; A 


of Oklahoma City, president; Claire 
ident; D. R 
Muskogee, 


Ponca City ice-pre 


vi Lynch of Tulsa, 
T. Hogle of 


treasurer. H. O 


Green of Tulsa, retiring president of the association, W 
and Harry Hanson of Oklahoma ( 
were Board of Directors. The followi 
Zone elected: George Morris 
Ponca City, for the Northwest District; J. M. Anderson of 
Oklahoma City, for the Southwest District; W. W. Duff 
Muskogee, for the Northeast District; F. P. Leslie of Hol 
denville, for the Southeast District. It was decided to hold 


Roesch of Shawnee, 
elected to the 
were 


Governors also 


the next convention at Muskogee. ’ 


| 
M chief among which was a resolution to oppose the 


permanent office for the National Master 
Plumbers when that question arises at the annual conven 


OPPOSE PLAN 
ANY the 


PERMANENT OFFICE 


resolutions were passed at convention, 


Association of 
tion in Louisville. Another resolution was passed in which 
the Oklahoma association goes on record as being opposed 
to the establishment of an official bulletin for the financing 
of the permanent office in case the office plan passes the 
Louisville convention. The convention also passed reso 
lutions expressing sympathy to survivors of deceased mem- 


bers. 
ENRY E. LONGLEY, president of the National Asso- 
H ciation of Master Plumbers, was present at every 
meeting of the convention, and when he had to leave the 
banquet early to catch a train for another state conven- 
tion, he remarked that the Oklahoma master plumbers 
the livest bunch he’d ever seen. At the Tuesday 
afternoon session he talked to the delegates, and told of 
the many activities of the National association. Taking 
each standing committee in turn, he outlined the work of 
the apprenticeship committee, the conference committee, 
the educational committee, the standardization committee 
and the scholarship committee, as well as the Nationa! 
Trade Extension Bureau. 
He told of the shortage of good mechanics, and said that 
it was not the aim of the apprenticeship committee to flood 
the country with mechanics, but that they realized that the 


LONGLEY SPEAKS TO CONVENTION 


were 





First section of the official photograph of delegates and guests at the convention of the Oklnhoma State Association of Master 
Plambers. 
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i bu 
This Opring 


When spring cleaning time comes—— when decora 
tors and renovators have your customers homes 
in a ‘mess’ that’s the time to Ask ‘em to buy 


New lavatories—new kitchen enameled ware or 
whole new bath room equipment is easiest to sell 
when it is the most convenient to install, 


The Spring is the time. 


Take advantage of it! 


WOLFF 


Manufacturing Corporation 
2057 W. Fulton St., Cor. N. Hoyne Ave. 
CHICAGO 


Branches and Distributors in Principal Cities 


Quality Plumbing Since 1855 
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Comparison proves that ye 
DUROCK ‘| 


is the whitest of white ware — \~—_*tnie 








K—3050 


ASeepace toilet of latest design 
sold at a moderate price. Quiet rapid 
action; concealed twin jets accelerating the 
flushing. Tank and bow! of Durock, with 
mahogany finished seat and cover. Top of 
tank held securely in place by two hidden 
spring-clips 


Unusually ample water surface in the elon- 
gated bowl. Continuous oval-shaped seat, 
with opening three inches longer than rhe 
ordinary; this is an improvemenr that 
eliminates discomfort and prevents soiling. 

easurements: water surface, 12 in. x 10in.; 
opening of bowl, 15 in. long: seat opening 
it in. long. (Compare these measurements 
with those of ordinary toilets.) 


The flushing mechatism in the tank is of 
such superior material and workmanship 
that it always works smoothly and easily; it 
never gets out of order; guaranteed against 
needing repair or replacement of parts. 





, a ” 
VA 
a * YELLOWISH 
; |. WHITE 
GRAYISH $m 
WHITE 


Which is white? 


VERY woman wants a white bathroom. But she has 

noticed that some bathrooms look whiter than others. 
Maddock magazine advertising is telling her that the real 
white bathrooms have Durock equipment. 


When you make yourself known as a Durock merchant you 
tell her that you can furnish her with a real white bathroom. 
As you are aware, Thomas Maddock’s Sons Co. sells no 
goods at retail. Every Durock fixture that goes into a home 
means a sale and a profit for a Durock dealer. 

The advertising campaign that this house is carrying on in publications 
read by home-owners has one object—to facilitate the sale of Durock 
Bathroom equipment to householders by the merchant plumber. 

This advertising is accomplishing its object because it is educating the 
public to the differences between sanitary wares; telling the underlying 
reasons for satisfaction or dissatisfaction with lavatories, closets, etc. 
And it is showing why Durock is cheaper in the end than other sorts of 
ware; thus it is getting home-owners away from the idea that plumbing 
fixtures should be bought on price. 

Coated wares and inferior pottery goods do not compete with Durock 
because they do not compare with Durock. 

Therefore, those who sell them cannot compete with you, the Durock 
merchant. Your prices stand, your profit is secure. 


And there is more good-will for you in one Durock installation than 
in a countless number of price jobs. 


THOMAS MADDOCK’S SONS COMPANY 
Oldest Sanitary Potters in America 
Trenton, N. J. 














MADDOCK 


DUROCK Sathroom ©quipment 
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Second section of the official photograph of delegates and guests at the 
Master Plumbers. 


men in the future must have a good business education as 
well as being good mechanics, and it is their aim to train 
the apprentice in good business methods as well as teach- 
ing him a trade. 
ship committee, ‘“‘An apprentice in every shop, and every 


He quoted the slogan of the apprentice 


apprentice in school,”’ and asked the members to help make 
that slogan a reality. 

In speaking of the code of ethics being prepared by the 
educational committee, Mr. Longley said that he had little 
faith in a code of ethics drawn up by modern men unless 
the members of the association could follow the first and 
Rule. 


best code of ethics ever prepared-—the Golden 


In referring to standardization, he stated that standard- 
ization and education must progress hand in hand, and it 
was his opinion that master plumbers need more education 
along the lines of standardization. While he was in favor 
of standardizing and simplifying the business, he did not 
to the 


favor it to the extent that it would be a detriment 


men in the business. 
Ex- 


activities 


National Trade 


wonderful 


President Longley referred to the 


tension Bureau as one of the most 


ever started by the National association Then he added, 
“Do not expect them to solve all of your problems.” He 
said that the strongest link in the National association is 
the local that a 
control any local condition if it was fully organized. 


association, and local association could 


It was his opinion that a big part of the master plumb 


with the jobber rested with the plumber 
that the 
merchandising as it 


bet. In 


ers’ troubles 
himself. He 
studying 


said master plumber who is not 


applies to the plumbing 


this connection he ad- 


business is losing a good 





convention of the Oklahoma State Association of 

vised them to read their trade papers, and take advantage 

of the good constructive articles and ideas that can be 
garnered from them 

In closing, Mr. Longley urged the members to attend the 

convention of the National Association of Master Plumb 

ers to be held at Louisville, June 22, 23 and 24 He asked 


that who attends the national con 


vention bring his 


every master plumber 


wife along, as he know uch plumbers 


will be more than repaid for the expense occasioned 


COMMIPTERS APPOINTED 
up with the usual dddresses of 
Oklahoma and official 


City mayor 


After these 


welcome by the 


ye convention opened 


and replies*by master plumbers formalities, 


the first order of business was the appointment of com 


The following were appointed as members of the 
Freeman of Tulsa, A. J. Me 
Lawton. W. J. Case 
and J. H 


serve on the auditing 


mittees. 
credentials committee K. L 
Nesse of Okmulgee, D. E 
ony, A. C 


Andrews of 


more of Ponca Calow of Bristow 
Carnahan of Tulsa were appointed to 
The resolution committee is composed of J. J 
Cosgrove of Muskogee, EB. D. Fishback of 
W. F. Black of Enid. O. I. Clark, of 


sergeant-at-arms 


committee 
Jartlesville and 


Beggs, was appointed 


SELLING ORGANIZATIONS URGED FOR MASTER 
PLUMBERS 
JONES of the National 


OWARD 
Bureau spoke on the activities 


bureau He talked at length on 


Trade 


and 


Extension 
services of the 
advised the 


selling, and 


(Continued on page 70) 


Third and last section of the officin! photograph of delegates and guests at the convention of the Oklahoma State Associa- 
tion of Master Plumbers. 
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Ten Broeck Apartments [a A ig — > = T.H. McHale & Son, Architects 
Albany ff": aa rar’ Wm. F. George, Plumber 
are equipped throughout with Th "f if Pierce, Butler & Pierce 
SLOAN ROYAL FLUSH VALVES arya), dt / P ad “ae Plumbing Fixtures 
- . o_ 


a 


Press the handle of a Sloan Valve 
and do not release it. 


The valve will flush once—then 
close. 





You can’t hold a Sloan Valve open 
and waste water. 


A Sloan Valve delivers a uniform quan- 
tity of water regardless of the water 
pressure. The quantity is predetermined, 
suiting the needs of the fixture which is 
served by the valve. 


SLOAN VALVE COMPANY 


With branches in the principal cities of the United States and Canada 


SLOAN VALVE 








Mention Domestic ENGINEERING when writing advertisers. 











Ontario Society Meets in Hamilton 


Make Wholesaler a Wholesaler Campaign Invades Canada 
J. H. Doughty Elected President 


held its annual convention when the Ontario 


Society of Domestic Sanitary and Heating Engineers 


ers 


Tn second organization of Canadian master plumb- 


met at the Royal Connaught Hotel, Hamilton, Ont., April 
6 and 7. It was the fifteenth annual convention of this 
ety. 
ELECTION OF OFFICERS 
AHE following officers were elected for the ensuing 
T vear: J. Hl. Doughty, of Mimico, president; P. C. 
Mansell, of Toronto, vice-president; George Fairley, of 


The committee chairmen were elected 
G. R. Baker, 
Win Goodrun, of Hamilton, 
John Cracknell, of Toronto, 
A. Band, of Ottawa, 

Fletcher, of Hamilton, 
Cardwell Welland, chairman. 
of Guelph, Thomas M. Maxwell, of Toronto, and Thomas 


Guelph, treasurer. 


follows: Sanitary: of Toronto, chairman; 


chairman; arbitra- 
chairman; 
chairman; 


heating: 
Ww. 
E 


tion legisla 


tion apprenticeship 


Ernest 
Ervin 


chairman; educational 


of Daniel Anderson, 


E. Arthur, of Windsor, were elected as auditors. The 
trustees elected were: Harry Mahoney, of Guelph; William 
Mansell, of Toronto, and Garrett Frankland, of Toronto. 
THE PRESIDENT'’S REPORT 

RESIDENT ERVIN CARDWELL, of Welland, opened 
ge meeting and appointed Frank K. Lang as sergeant- 
et-arms. He then read his report in which he emphasized 
the need for strong organization. He went on to tell of 








be 
I am optimistic enough for the future to believe 


we would in a much more favorable position today 


However, 


that in a comparatively short time, we will have sufficient 
support that cities can be again admitted as local bodies, 
and our membership will be strong enough that we will 
not be disturbed by the withdrawal of any one group.’ 

Mr. Cardwell pointed out that he was very much in 
favor of a strong organization and said concerning it 
“My aim in this convention is to arouse interest in trade 
work, and the talks today will be along those lines, know 
ing the absolute necessity of it. and I want to assure all 
that this work is not the work of one group or locality 
but must be taken up by all and if this is done we can 
accomplish much With a strong organization, we repre 
sent the largest buying power and I firmly believe in 
using it and that it should be respected We must all get 
away from looking at things in a sectional spirit, and look 
at things as they affect the craft as a whole, and if we 
do not offer resistance when a member of the trade is 
offered unfair competition in one place, we cannot expect 
any sympathy if the same thing is done to us.” 

WHOLESALER RESOLUTION ADOPTED 

T was resolved that the $500 government bond owned 
] by the society be turned over to the Endowment Fund, 
and that the interest be used to further the betterment 
of the society. Another resolution was adopted to make 








Delegates and guests attending the annual convention of the Ontario Society of Domestic Sanitary and Heating Engineers held 
at Hamilton, Ontario 


the conditions which forced the Toronto local society to 
go out of existence, and how it affected the provincial 
society. In speaking for the future he said, ‘‘While ac- 


cording to our by-laws it is possible to have cities organized 
into local bodies, and the local bodies as a unit join the 
Ontario Society, yet it is so extremely important that we 
maintain a strong provincial organization, and to prevent 


the disruption of it by withdrawal of local bodies I would 
recommend that this convention, and for the present time, 


all firms join the Ontario Society on individual member- 
ship. If this had been so in the past, I am confident that 


41 


a wholesaler a wholesaler From this resolution we can 
see that our Canadian friends find the same troubles in 
conducting the plumbing and heating business as are 


found in the United States and are taking the same meth 
ods of preventing them as we are. They also adopted a 
resolution to get a paid organizer for the society, with the 


idea that this man be entirely dissociated from the plumb 


ing and heating business. They resolved to send sym 
pathies and appreciation for his work in the society to 
John Wright of Toronto, who has been bedridden for 


months, and so was unable to attend the convention 
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TIME COSTS YOU MONEY—SAVE IT! 





Ready 
to Thread 


and 2 Wasteful 
Operations Were Saved 





Saving 2 operations on a job is precisely the 
same as earning the cash value of the time saved. 


The Beaver Square-End 


Cut—No Burrs to Ream You've got to cut pipe to thread it, but when 
7] you go beyond that by reaming and filing burrs 
or File you are taking money out of your pocket and 


paying for something that isn’t necessary. 


Beaver Square-End Pipe Cutters are Cost Cut- 
ting Tools. They cut pipe square, without burrs, 
in one single operation. They turn back to you as 
extra profit, the cash value of the time it takes to 


The New Beaver Catalog ream and file burrs. And when the Beaver cut is 
showing a type of Pipe Cutter made the pipe is ready to thread. 
and Die Stock for Every Pur- 
pose is ready. Use the coupon If lower costs interest you, then you ought to 
for your copy. use the coupon in the corner to find out how easily 


you can “‘squeeze’’ the waste out of your pipe 
cutting and threading jobs. 


THE BORDEN COMPANY 
510 Dana Ave. WARREN, OHIO 





THE BORDEN COMPANY, 

Warren, Ohio. 

If Beaver Pipe Cutters can cut my costs of cutting and threading 
pipe, send me your catalog and folders showing how they do it. 


BEAVER |- 


Street Address 





Time and Labor;Saving 
Pipe Tools City and State 
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HOW TO ACHIEVE SUCCESS IN ASSOCIATION WORK 
R. McPHERSON, of Prescott, 
M tario Retail Men's 
very interesting talk on ‘‘How to Achieve Success in Asso- 
ciation Work.” 


zation as follows: 


the On- 
gave a 


secretary of 


Hardware Association, 


He explained the work of his own organi- 


the that there has been nothing 


methods of 


‘I might start 


spectacular in 


say at 


operation It has been a 


the 


our 


matter of natural development following application 


of Frank Stockdale's formula “Plan your work and then 


work your plan.”” So long as the outstanding event in the 


years’ history of the association was the annual conven 
tion, with an occasional circular letter to the members 
between conventions, there was little to commend the 


association to hundreds of dealers who would not or could 
In consequence, 
This 


and 


not take the time to attend a convention 


there was a decided limit to possible membership 


limited membership of course meant limited income 
that 


organization which could function as a real benefit to the 


prevented service which would build up a strong 


trade. We floated along for a number of years in this way 


As time went on, we realized that there must be a perma 
nent organization, an established office and a secretary in 
charge, giving whole time service to association work. It 
was decided by the executive board to recommend this step 
the 1921 


time, I 


recommendation 
but 


and at convention this was 


carried on my 
had 


passed. At that was secretary 


hardware business in Prescott, which I conducted 
for the past twenty years. 

“T always had a leaning toward secretarial work, and a 
working arrangement was made through which I took on 
the position of permanent secretary, following the disposal 
of my business. There were more misgivings on the part 
of my co-workers on the executive board, as to the wisdom 
of giving up a sure business proposition for a new venture 
I had deal of 


faith, when I tell vou our total receipts for the preceding 


than myself, although it required a good 
year were only a shade over $3,000, which included besides 
membership fees, returns from an exhibition held in con- 
nection with convention of that year, and from which the 
expenses of the convention must be deducted. However, 
I disposed of my business and since then, early in 1921, 
have devoted my entire time to association work 

“The first step in rendering a distinct service to mem 
The this 


100 pages, and it has steadily grown 


bers was the issue of a price book. first year 
book was only about 
until now it comprises over 400 pages, and service included 
revisions and a constant addition of new lines. Subscrip- 
tion to the price book service was optional and is today 
being used by the majority of our members. 

“During the Spring of 1921, we also gave our endorse- 
ment to the proposition of the Canadian Hardware and 
Implement Underwriters whereby those of our members 
who applied for Hardware Mutual Fire Insurance received 
Today 
per cent of our members are carrying this Mutual 
covering with entire satisfaction. 

“We 
counts. 


a dividend of 50 per cent on Standard Board rates: 
over 75 


also assist our members in the collection of ac- 


Last year we gave special service in follow-up 


letters in over 100 cases and had splendid returns. 
“A convention is not a place to spend a short vacation 
school to teach us how to become 


only. It is a better 


merchants and managers. It teaches us by meeting our 


business neighbors that they too are in business to make 
a living and have a right to do so, and by talking business 
matters can make the going a whole lot 
and more profitable.” 

William E. Shaddock, of the Buffalo, N. Y., Association 


f Master Plumbers, and August Ebke, past president of 


over, smoother 


{ 
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the New York State Association, were guests at the con 
vention Mr. Shaddock gave a very inspiring address on 
the benefits of organization, and pointed out what the 
Buffalo association had done in this respect 

A round table luncheon was held in the ballroom of the 
hotel, and August Ebke and F. Trelevan, mayor of Ham 
ilton, were the principal speakers In the evening a very 
fine banquet was served, and between courses the mem 
bers were entertained by several acts of vaudeville talent 


Reports of the heating committee and the apprenticeship 


committee were read and approved The society decided 
to hold its next convention in Guelph, but did not decide on 
the dates. 
NEW MEMBERS 
PPLICATIONS for membership were taken up, and 
A the following were elected members of the society 
William S. Philp of Chippewa W R. N. Daniel of 


Toronto; B. J. Miller, of Toronto; Purdy Mansell, of 
Toronto; Sheppard and Abbott, of Toronto; Wright Bro 

Ltd., of Toronto; W. J. MeQuire, Ltd., of Toronto; Fiddle 
& Hogarth Ltd., of Toronto Kelly & Cracknell of 


Toronto; Bennett & Wright, of Toronto; MeNaughton & 


MacKenzie, of Toronto Robert Longe & Son Ltd ot 
Toronto; John Ritchie, Ltd of Toronto: W. L. Clyton & 
Co., of Toronto; The Fred Armstrong Co., Ltd... of Toron 
to; Ramsey & MelIntosh, Ltd... of Toronto; H. Griffiths & 
Co... of Toronto: Cunningham Co., of Pari Harry Hick 
Co., of Toronto; Frank Barlow, of Hamilton: J. F. White 
head, of Hamilton; C. Clayton, of Hamilton: Ed Mackne 


& Son, of 
Wilkinson 


Sarnia Shearer & Ru ell, of Toronto W K 


of Port Erie 


NEW JERSEY PLANS SILVER JUBILEE CONVENTION 

“The eves of the nation are centered on Camden, N. J.” 
With this slogan the arrangements committee for the 
twenty-fifth annual convention of the New Jersey State 
Association of Master Plumbers is pushing plans for the 
Silver Jubilee Convention to be held in Camden May 17, 
18 and 19. 

Elaborate plans are being made for the exhibit to be 


held in connection with the meeting 


the 


ions 


Approximately 80 


booths will be provided in large exhibit room in the 


Auditorium, where the se 
held The 
delegates will pa 


of the convention are to be 


building is so laid ont that master plumber 


through the exhibit room on their way 


to convention meetings This layout will also permit 


the the 
public during the whole period of the convention without 


con 


vention officials to throw exhibits open to general 


interference with Association business It is the hope of 
the committee to secure a large number of home owner 
Visitors so that the general public can learn the newest 
ideas in plumbing practice and convenience Present plans 
call for elaborate decorations in the hall in silver, white 
and gold to commemorate the twenty-fifth anniversary In 
the middle of the room a space 27 feet square will be 
occupied by a fountain The committee will also have a 


public stenographer on hand for the convenience of dele 


gates and guests, and will maintain a bureau of informa 


tion. 
Lionel C. Simpson, general chairman, is anxious to have 
all manufacturers and jobbers who desire to exhibit get in 
possible He 
Camden, N. J 
the annual 


meeting of 


touch with him as 


at &16 


soon as can be reached 
The 
meeting of the 
the Master 
the 18th. Entertain- 
ment includes a dance on the evening of the 18th, probably 
at the Elks Club, the Walt Whitman 
Hotel, which is convention headquarters, the next night. 


Division 
May 17th 
The 
will be 


street. sessions will 
open on with Ladies’ 


Auxiliary first Plumbers’ 
morning of 


Association the 


and a banquet at 





Louisiana-Mississipp! Association 
Wants Representation in Legislature 


Opposes Establishment of Permanent Office. Frank P. 
Tweedie, New Orleans, Elected President 


OGALUSA, La., the Magic City’’ of the Southland the establishment of a permanent national office by the 
B ind the home of the “Greatest Sawmill in the National Association of Master Plumbers was opposed 
World 5 the cone of the fifth annual conven by the members, and plans were started for the organiza 
tion of the Louisiana and Mississippi Association of Plumb tion of a Ladies’ Auxiliary in connection with the Louis 
ng and Heating Dealer on Thursday and Friday, April iana and Mississippi Association of Plumbing and Heating 
Sth and St} Headquarters for the convention were at Dealers In all a great deal was accomplished and those 


the Pine Tree Inn, one of the most picturesque hotels in present showed that they were well aware of the serious 
th south, while the National Guard Armory, located about nature of the problems that are confronting the industry 


mile from the hotel, was used as the exhibit and con An interesting trip to the sawmill in Bogalusa, which is 
ntion hall in many instance such a great distance the largest in the world, an automobile tour of the city, 
between the mvention hall and the headquarters would luncheon at the Bogalusa Country Club, a dinner dance at 
ham ip to the delegates and guests who found it Pine Tree Inn, and an inspection of a paper mill, were 
necessary te o from one place to another several times ome of the things provided for by the entertainment 
during the lay It wi not o at Bogalusa, however committee. 
Every little detail had been taken care of before the As soon as the last trainload had arrived, a line of 
arrival of t} Visitor The South noted for its hos iutomobiles was formed and everyone rode to the con- 
pitality, and the convention committee, composed of James vention hall, lead by a band and a corps of motorcycle 
T. Manning, chairman; L. ¢ DeLeon, vice-chairman police The convention was called to order by Henry L 
George R. Gate and M. Marx ll of Bogalusa. did itself Schwan, president of the Louisiana and Mississippi Asso- 
proud in seeir that evervone was taken care of in the ciation of Plumbing and Heating Dealers. The official 
right way welcome to the city was given by Mayor W. H. Sullivan of 
The Lon in nd Mi ippi Association was very Bogalusa, who gave the visitors the freedom of the city, 


ortunate in havin Henry E. Longley, president of the and James T. Manning, chairman of the convention com 
itional \ oclatior ot Master Plumber Wilbur R mittee 

Dosher, of Wilmington, N. C., and Frank P. Tweedie, of 

New Orlean La., both national director present during OPPOSK ESTABLISHMENT OF PERMANENT OFFICE 


both d f the meeting With such men on hand it was NRANK P. TWEEDIF, making it understood that he 
impossible to 1 discussing the vital questions facing | was speaking as a member of the Louisiana and Missis- 
the plumbing and heating contractors today The “Make sippi Association of Plumbing and Heating Dealers, 

Wholesaler a Wholesaler’ resolution was endorsed brought up the question of the establishment of a perma- 
ction Ww taken on the appointment of representative nent National office. Mr. Tweedie said he was opposed to 
of the plumbis nd heating trades to the state legislature a permanent National office in any form whatsoever. He 
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Official photograph of delegates and guests attending the fifth annual convention of the Louisiana and Mississippi Association of 
Piumbing and Heating Dealers at Bogalusa, La. 
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.. ‘Bull-Dog Tanks and Seats Have a Sure Grip on Quality  ~° 

















Two Lines: Tanks—Seats 


Two Constructions: Bull-Dog—Star 








» Sixteen Styles of Seats 


No. 3 No. 730 No. 914 No. 948 
No. 4 No. 775 No. 917' No. 953 
No. 405 No. 800 No. 923 No. 955 
No. 600 No. 801 No. 940 No. 973 


Eleven Styles of Hinges 





No. 11 No. 29 No. 49 No. 82 
No. 18 No. 34 No. 56 No. 90 
| " No. 20 No. 45 No. 80 
a | P Seven Finishes 
Satin-Var Supreme-White 
Von are not regularly Super-Polish Supreme-Black 
receiving our Illustrated Super-White All-White 
‘Pr 16¢ Lists write us, All-Black 
They solve your WN 
Tank and Seat 
Buying Problems. STAR 





= Iz Pp 4 | 
lL A \ Lie Song {Se 
} PIONEER SEAT MANUFACTURERS *OF AMERICA | v 


| | 
Cc l \9 . Saee 2 
Grand Haven , Michigan Trenton, CNew Jersey 


C, Zhe jobber who is not handling the Bull-Dog’ Line should be just to himself and investigate 5 


Mention Domestic ENGINEERING when writing advertisers. 
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A Business-Building 
Closet 


What your most particular customers 
want in closets is found in the Devoro: 
splendid appearance, positive operation, 
a deep seal, minimum of fouling space 
and as great a degree of quietness as 
possible in a thoroughly efficient closet. 
















The Devoro is an unusually good water 
closet. You can sell it with confidence. 
It pleases the most critical yet is within 
reach of the average Home Owner. 
Selling Devoros increases your profit and 
makes business-bringing friends of your 


customers. 

















The Devoro is a “Standard” Closet and 
not an assembled Combination. It is 
designed as an entire fixture, is made in 
“Standard” Factories, is packed complete 
in one crate and is backed as a unit by 


this Company. 


Your Jobber will supply you with Devoros. 


QUIETNESS WITH EFFICIENCY Stardard Sanitary fg. Co. 


PITTSBURGH 






The Devoro 









“Standard” Tank Fittings with which the Devoro is 
equipped, combine permanency with efficient and quiet 
operation. They are readily adjusted to varying pres- 
sures and are economical in the use of water. The 
following features explain how and why. 


G. Special construction of plun- 
ger provides for quieter filling 


H. Special design of rubber float 








B. All part ‘ 
th 1 oe y gives buoyancy of 5 full 
f} br round float without danger of 
dragging on side of tank 
C. All rods and seamless tubing 
ah ial ann , F I. Molded Para rubber flush 
t nmer ici or nze ae . 
ball, balloon type, special de- 
. - , sign assures maximum dura- 
D. After-fill regulating screw bility 
pr pos justmer 
— : J. Four post construction gives 
water - o 99 y > 
wat positive centering of flush ball PATENT APPLIED FOR 
I Easy adjustment for quiet fil- K. Lift rod is of non-corrosive t“ 4 
n ider varying pressures Monel Metal eritiey 
PLUMBING FIXTURES 


F. White china handle harmo- L. Bronze overflow tube has 
nizes with tank bell top 








il 17, 1926 


d that there 


ard of directors of the National Association not to foster 


was a gentlemen's agreement among the 
ch an office, with the idea of financing it by means ofa 
The national board 
the proposition could be 


tional association bulletin, or paper. 
directors had agreed that, if 
nanced through the membership of the National Associa- 
m of Master Plumbers, it be acted upon favorably. He 
the fact that William 


Chicago, had not kept to this agreement, but was advo- 


ointed out Lang, National director 


iting a national bulletin as a means of financing the of- 
He said that putting one man in a permanent office 
vith a 


fice, 


large office force under him was very dangerous 


Our business is our life affair and it is our duty to watch 
out for it. To establish such an office, Mr. Tweedie said, is 
simply creating a soft job for someone He said that he 
Mr. 


office of a 


fostering 
National 
pressed the fact that in order to down this plan it is neces- 


was surprised at Lang for 


holding the 


the proposition 


while director. He im- 


sary that everyone get together and work as hard as they 


know how against it He said that it was the most se- 


DOMESTIC E 


The 
hound is the biggest fool in the world, said Mr 


volume 
Jones No 
The 
profit is 


man who is a volume hound and only a 


business is a good business that does not pay a profit 
after 
stealing from his wife 


man who goes volume instead of a 


fair 


and children, his business and his 


competitor, who is trying to make a fair profit 


There is the man who says that he has no overhead, as 


he has his shop in his own home and uses his wife as a 


bookkeeper. That man is just as much a thief as the other 


fellows He is stealing from his wife when he doesn’t pay 


her a salary the same as he we 
He is 


he should have He is cheating his 


ld have to pay a regular 
bookkeeper 


that 


taking the privacy away from his home 


city out of taxes, 


and is not giving his competitor fair chance Try and 
rent the home shop from that man, said Mr. Jones, and 
see if he will let you have it free 

He stated that from the newest house to the oldest in 


each community it is possible to make an average profit of 


$100 on each one, without a single built 


real 


new house being 


There are many houses being built today without a 














Delegates and guests nttending the luncheon held at the Bogalusa Country Club at the fifth annual convention of the Louist- 


ana and Mississippi 


rious question confronting the industry, and again re- 
minding his audience that he was speaking as a member of 
the Louisiana and Mississippi Association of Plumbing and 
Heating Dealers, repeated, that he was absolutely opposed 
to a permanent national office of any kind or description 
Following Mr. Tweedie’s talk the motion was made and 
seconded that the delegates of the Louisiana and Mississippi 
Association to the National Convention, at Louisville, in 
June, be instructed to vote against the establishment of a 


permanent national office. 


THE MAN WHO FAILS TO MAKE A FAIR PROFIT 
PYAHE man who operates his plumbing and heating busi- 

| ness at anything but a fair profit is a thief, said H. EF. 
Jones, representative of the National Trade Extension Bu 
reau. He is stealing from his wife and children by not 
being able to give them the things that it is their right to 
have A man must get definite knowledge of a job before 
attempting it. He 
much it 


must know right to the penny how 


The right kind of 
Jones said, will give your stand- 


is going to cost him to finish 
bookkeeping system, Mr 
ing not at the end of every week or every month, but at the 
end of 


audited a set of 


every job Every public accountant who has 


Trade Extension Bureau books has ad- 
one defect it is a 
After using it for 


ive or six months it will be found the best system. 


mired their simplicity There is just 


new process and you are not used to it. 


Association of Plumbing and Heating Dealers 


bathroom The manufacturers are doing their part in 


and getting the public interested, but the 
tated that if the con 


selling the good 


contractors are lagging Mr. Jones 


tractor fails to develop the merchandising end of the 


plumbing business in ten years he will be nothing but a 


common labor contractor 


TO INVESTIGATE LAWS 


AUL ESCUDIER of Lafayette, 
board of directors, 


passed, that the incoming 


Ld., a member of the 


offered a resolution, which was 


officers investigate the plumb 


ing laws and legislation in the states of Louisiana and 


Mississippi. 


ELECTION OF OFFICERS 
RANK P. TWEEDIE of New Orleans, director of the 
F National Association of Master Plumbers and former 
ident for 


vice-president of the association, was elected pres 


the coming vear to succeed Henry L. Schwan of Biloxi, 


Miss 


Convention committee, wa 


James T. Manning of Bogalusa, La., chairman of the 


elected vice-president Lionel 


(. DeLeon of New Orleans, was re-elected secretary-treas 


urer. Edmond I. Kimble, of New Orleans, was re-appointed 
assistant secretary and executive clerk The following 
were elected to the board of directors: R. R. Hamilton of 
Gulfport, Miss., Henry L. Schwan of Biloxi, Miss., Paul 


Escudier of Lafayette, La., and L. B, Roach of Shreveport, 
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It’s the sus7de diameter that counts 





N comparing the cost of brass pipe with iron, it must 
be remembered that to provide the same or better water 
flow, brass pipe can be at least one size smaller than 
corrodible pipe, which will soon be reduced in size by 
the accumulation of rust. 

Here is the pipe specification for a $16,500. house. 








| 
Run Steel Pipe and Fittings | Alpha Brass Pipe and Fittings 





Dia. in Cost Dia. in. Cost 
172 ft. 34 in. $21.07 16 in. $63.21 
145 “ ly“ $15.24 4% * $38.10 
$36.31 | $101.31 


* Difference in first cost, $55 

















*This is cheap insurance for trouble-proof piping good for the life of the building. 


Brass pipe is not a luxury; it should be the standard and 
if it is going to be brass pipe, why not Alpha? 


. CHASE COMPANIES 
INCORPORATED 
Yass Ip C WATERBURY, CONNECTICUT 
Chase Metal Work Chase Rolling Mills 
z 


5 
STOCKS ; 
Chase Brass Companies, Inc., N w York. 


LPHA has more copper and more Chase Companies of N ro Jersey, New ark. 
lead than the usual brass pirx The Ohio Chase Company, Cleveland. 
: ead than the usual Orase pis Chase Companies of California, San Francisco, 
More copper raises its resistance to Los Angeles 
ec sion on m ser it more ductik OFFICES 
and tough. More lead makes it easicr Boston New York Philadelphia Rochester 
to cut the clean and perfect threads so Pittsburgh Chicago St. Louis Denver Adanta 
essential to leak-proof connections Members Copper and Brass Research Association 
Alpha has a superior surface finish 
and can be bent cold without collaps 
ing. Every length is trade-marked 
twice and we guarantee it against 





season crac king 


Chase Companies, Inc., Waterbury, Conn. 


Please send me fre> of charge a copy of your book on Alpha Brass. 

















Name ari iaeaisciaimeanaia 
NN tia cdo cacti 
A A ico serdapentomeichdcomenties ee ee State ccibenheiaesineiiiah R-O131-1 5 
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I James T. Manning of Bogalusa and Lionel C. DeLeon 
of New Orleans were elected delegates to the national con- 
vention to be held at Louisville in June. The alternates 
these two men will be appointed by the board of direc- 
The officers installed by Henry E 
Longley, president of the National Association of Master 
Plumbers. 


new were all 


rors 


PRESIDENT HENRY E. LONGLEY ADDRESSES 


CONVENTION 

ENRY E. LONGLEY, president of the National Asso- 
H ciation of Master Plumbers, addressed the meeting 
briefly. He said that it was a great pleasure for him to 
be able to attend the meeting of the Louisiana-Mississippi 
(\ssociation, as he is from the South himself. He spoke 
of the ‘‘Make a Wholesaler a Wholesaler” resolution passed 
at the National convention, held at Portland. He said that 
t was one of the most important resolutions that came 
up at that convention, and that every state in the country 
should endorse this resolution. Mr. Longley cautioned the 
convention not to expect too much from the wholesaler. 
The contractor must treat him in the right way by paying 
his bills promptly and co-operating with him. 


Mr. Longley then spoke of the apprenticeship work being | 


The association has two 
Any of your sons who can 


done by the National Association. 
scholarships to give 


away. 








Wilbur Dosher, secretary of the National Association of Mas- 
ter Plumbers; “Sy” Martin, of H. P, Martin & Sons; Frank P. 
Tweedie of New Orleans, director of the National association 
and newly elected president of the state association; 


Henry | 


E. Longley, president of the National association, at the an- | 
nual convention of the Louisinna and Mississippi Association | 


of Plumbing and Heating Dealers at Bogalusa, La. 


meet the requirements for these scholarships are eligible 
for them, he said. It is not necessary for him to go to 
Pittsburgh to take the examination. It can be taken right 
in his own town, and it is a real opportunity to get a real 
education. 

In speaking of the National convention to be held at 
Louisville Mr. Longley said that an unusually large crowd 
is anticipated, as Louisville is centrally located and has un- 
usually good hotel accommodatons. He named some of 
the feature events that have been planned. There will be 
104 booths in the exhibit hall; a boat ride with dancing on 
board; a big stag party, and a visit to the Standard Sani- 
tary Manufacturing Company’s Plant, where entertainment 
will be furnished and luncheon served. 

What we need most said Mr. Longley is an interchange 
of ideas and that is what the National Association is for— 
to furnish constructive ideas. He pointed out the wonder- 
ful advantages that the trade papers have to offer. There 
are lots of good ideas in the trade papers and they are 
necessary in our business. 

Following Mr. Longley’s talk the ‘‘Make a Wholesaler 
a Wholesaler’ resolution was endorsed by the Louisiana- 
Mississippi Association. 
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The 


well 15-20 da 
clock thermostat 
offers a wid ALA 
of accura i 


than was ever be 
fore available 


No Need to Regulate 
Heaters by Hand 


After all, why should anyone regulate a domestic 
heating plant by hand? 


Any kind of heating plant, burning any kind 
of fuel— 


Honeywell has taken all the uncertainty out of 
Automatic Room Temperature Controls. 


That’s why the leading heating plant manufac 
turers and oil burner makers prefer them. 


Sell your customers on the advantages of Honey 
well Automatic Temperature Regulation and 
enjoy greater profits. 


Honeywell Controls 
are listed as stand- 
ard by Under- 
writers’ Labora- 
tories, Inc, 





7 he ne H ney ll ele irt 
régulator motor p ies t 
ut six parts mn " 
ployed 1n motor design 


ONEYWELL 


Temperature Regulators 


The Honeywell Heating Specialties Co. 
Wabash, Indiana 


Ht 
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“TRIUMPH” 
BRASS TRIMMINGS 


Standardized — tested the 
equal of fifteen years of 
service—of typical Clow 
quality—at popular prices 


PREFERRED 
oumeenie 





Clow’ Triumph” Combination Faucet 
with inging spout, china- 
tipped index handle 
and china soap 
di h 





FOR EXACTING PLUMBING 


April 17, 


SINCE 1878 





ene 











————— 





Leaky troublesome faucets have 
had their day. 

Clow “‘Triumph”’ Brass Trim- 
mings now help architects and 
plumbers to rule the flow of 
water—to make it stop running 
completely when faucets are 
turned off. 

And when Clow ‘‘Triumph’”’ 
Brass Trimmings are once 
installed, they are in to stay— 
they have been tested to the 
equal of fifteen years of service. 
Under city water pressure, ten 
(stock) Clow ‘“Triumph’’ fau- 
cets were opened and closed 
more than 200,000 times. 
After this test, the wear on the 
working parts was found to be 


Clow * Triumph" Com pres ston Lava 
tory Faucets with four-arm solid 
china indexed handles. 


Some of the fittings that complete 
tirge ” 
the “Triumph’’ Line are shown 
Have the Clow Man in 


above. 
| your territory show them to you 





Ending the Reign 
of Leaky Faucets 


so slight that it was hardly no- 
ticeable. And not one of the 
faucets showed a sign of drip- 
ping or leaking. 

As a result when an architect 
specifies or a plumber installs 
Clow ‘‘Triumph”’ Brass Trim- 
mings he is assuring long and 
trouble-free service. 


And if there should be trouble, 
any part can be quickly and 
easily fixed. The units are so 
standardized that they are read- 
ily interchangeable. 

In addition, the Clow ‘*Tri- 
umph”’ line of Brass Compres- 
sion ‘T’rimmings sells at popular 
prices. 


JAMES B. CLOW & SONS, 201 to 299 N. Valman Avenue, CHICAGO 
Offices in Principal Cities 






\ S 


TRIUMPH {eave} BRASS 








\pril 17, 1926 DOMESTIC 
REPORT SHOWS LARGE INCREASE IN MEMBERSHIP 

y RESIDENT HENRY L. SCHWAN of Biloxi, Miss., 
} urged the members to stick together. If we stick by 
each other we will get some place, but if we each try to 


alone we will never advance, said Mr. Schwan He 
reminded the convention that last vear was the first time 
that the meeting had ever been held outside of New 
Orleans He thanked the officers and members for the 


co-operation and help they had given him during his term 
of office. 

The report of the secretary-treasurer, Lionel C. DeLeon, 
was read and showed the association to be in a healthy 
During the past vear there was an increase of 
This 


condition. 
31 members, bringing the total number up to 122. 


an increase of 25 per cent. 


T 


Housing 


COMMITTEES IN CHARGE OF CONVENTION 
various committees that did 


were: 


HOSE who were on the 
the 
Marx, 


so much to make convention a success 


Emile Young 
and entertainment 
R, aR 


reception committee, James T. 


committee, Jos. chairman, 
R. 


Jos. 


and George Gates; dinner dance 


committee, Marx, chairman, George Gates, 


Lessel and Emile Young; 


URGES ESTABLISHMENT OF LADIES AUXNTLIARY 
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Civic pride is the love of a man for his home and the e 
in which he lives. The plumber is a vital factor for happi 
ness in the home, and when the home is happy so is n 
and the whole town 


ETWEEN courses at the dinner dance at the Pine 
B Tree Inn, President Henry E. Longley urged the 
Louisiana-Mississippi Association to organize a ladies aux 
iliary without delay He pointed out the great help such 
an organization would be to the master plumbers. He told 
of the success with which the Ladies Auxiliarfes are work 
ing in other States. The question is to be brought up at a 
later meeting to be discussed in more detail 

PLUMBER NEEDS REPRESENTATION IN 
LEGISLATURE 
™ URING the past vear there was a gain of 305 mem 
1) bers in the National Association of Master Plumbers 
said Wilbur R. Dosher, National secretary and director, of 
Wilmington, N. C., in addressing the convention The 
trouble with the plumbing busines said Mr. Dosher, is 


that it is too easy for any man to get into it 


Manning, chairman, George R. Gates, Jos. Marx, Emile The plumber should make it his business, he continued 
Young, A. R. Lessel, Louis Allen, Charles Lewis and H. E. to send plumbers to the Legislature. That is the only way 
Lewis. that he can get bills passed that are necessary for the good 
of the industry Why should we send some rich man or 
TALKS ON “CIVIC PRIDE” lawver? This is a democratic day and age I have a boy 
~\ J. EBBERT of The United States Paint Co., New 17 vears old, said Mr. Dosher, and I want him to be as 
kK. Orleans, addressed the meeting briefly on “Civic proud of my business as the banker's son is of his father’s 
Pride.” He said that the modern plumber was a specialist business and I don't feel that IT am doing my part if he 
Twenty years ago in New York City school sinks were in doesn’t feel that way 
vogue. In 1902 a law was passed requiring at least one The trouble with us is that we go along the line of 
toilet and two sinks for every two tenants on each floor. least resistance too much What we need is confidence 
SARA 2 St tes ARI 
































Now is 


quent rains 


vations for 


to your customers. 


PENBERTHY INJECTOR COMPANY 


1260 Holden Avenue 


the time to sell these — 


IMPROVED¥MODEL. “R” 


Automatic Cellar Drainers 


The melting snow and the fre 
make them necessary in every basement. 


Sell these Drainers to contractors, too, to drain exca 


buildings. They are cheaper to operate 


and easier to install than pumps. 


Established 1866 


DETROIT, MICH. 






Canadian Plant—Windsor, Ontario 




















. Stack 85 
LIST PRICES 


52 DOMESTIC 
ge ; 
; STRINGER : 
@ 5 4 
@ $ 
¢ $ 
: E.H. Cast Iron Bungalow Stack 3 
¢ With Bath Revented Through Basin Waste 3 
a (For Cities Where Wet Vents are Permitted) 3 
3 ™ see nore $ 
3 " ; 
a 
3 $ 
é $ 
$ Fig. 3 
205 ss 
238 3.20 


2.90 
2.00 
. 3.70 


$14.20 


244C 
265 
462 


NOTE: Figs. 205 and 244C 
are made long enough to 
five a spread of 27”—and 
cing scored may be cut off 
to meet any required meas- 
urement less than 27”. Fig. 
238, Basin Waste, is adjust- 
able from 15” to 18” with- 
out any cutting. 
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Ask your jobber for discount on Stringer Fittings. 
Write for Catalog '‘K"’ showing this and many other wet 
vent stacks. 


STRINGER BROS. CO. 


1100 W. 38th Street 32 Chicago, Illinois 
Warehouses; Chicago, Ill; Gadsden, Ala Factory: Gadsden, Ala. 
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Everite Pump & Mfg. Co., Lancaster Pa. 
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We can’t fight each other all the time and expect to get 
anywhere. The plumber who fights the same troubles as 
you do is the best friend you have. 


ENTERTAINMENT 
7 on a noon the delegates and guests went ou! to 


the Bogalusa Country Club where luncheon was 
served out on the lawn under a group of shade 
During the course of the meal a number of little colored 


boys entertained with some clever clog dancing. 

After luncheon dancing was enjoyed by all who cared 
to participate, in the clubhouse. A visit to the sawmill 
of the Great Southern Lumber Co. was another feature of 
the afternoon This is the largest sawmill in the world 
and much interest was shown by the visitors in the manner 
in which the large logs were tossed around like so many 
toothpicks From the everyone taken to 
another plant to see how paper was made. 


sawmill was 

On Thursday evening a dinner dance was held at Pine 
Tree Inn. The affair was attended by about 175 people 
The crowd was well entertained by C. B. Roberts, of Hat 
tiesburg, Wilbur R. Dosher of 
Wilmington, N. C., Mayor W. H. Sul 
livan, of Bogalusa, held the interest of everyone with an 
assortment of clever stories. Frank P. Tweedie, H. E 
Jones, Lionel C. DeLeon and James T. Manning also gave 
brief talks. 

Friday afternoon was given over to a tour of the city by 
A stag luncheon was given at the 


who told several stories. 


read several poems. 


both men and women 
Flks Home for the men, and the ladies were served lunch 
eon at the Y. W.C. A. In the evening moving pictures and 
a band concert were given at Goodyear Park 


1927 CONVENTION 
NUMBER of telegrams and letters from different cit 
A ies were read inviting the Louisiana and Mississippi 
Association of Plumbing and Heating Dealers to hold its 
next meeting in those cities, it was decided to place the 
matter in the hands of the directors and let them choose 


the place. 


EXHIBITS 
MONG those who had exhibits at the convention were 
A Crane Co., Chicago; American Water Heater Co., 
represented by J. A. McIntosh; Veith Supply Co., of New 


Orleans, with a line of enameled ware; EverHot Heater 


heater; S. B. Stewart, of New Orleans; United States Paint 
Co., of New Orleans, La.; Kruebbe Co., Inec., of New 
Orleans, La.; Standard Sanitary Manufacturing Co., 


Humphrey Co., Kalamazoo, Mich 
heaters; Hoffman Heater Co 
Wolff Manufacturing 


ittsburgh, Pa.; 
line of water 
Water Heater Co.; 
poration; Wolverine Brass Works, 
Cc. J. Nelson; American Radiator Co; Southern Plumber; 
The John Douglas Co.; Republic Brass Co., with a display 
board showing its fixtures, represented by Saul Z. Cohen; 


with a 
Go-Ro Cor 
represented by 


Heater Co., represented by P. J. Murphy and C. H. Lacey; 
Josam Manufacturing Co., represented by F. M. Wilcox, of 


Atlanta, Ga., and R. K. Rothrock, of New Orleans; Acm¢ 





Brass Works; Kalamazoo Sanitary Manufacturing Co 
| Fred Pabst Co.: D. D. Wessels & Sons Co., and J. A. Sex 
| auer Manufacturing Co., of New York, represented by C 
Langford, who the R. W. Reynolds Co., of New 
Orleans, a service cabinet, and C. F Manufactur 


( 


gave 
Church 


Cé., which gave John Belloque of New Orleans a Junior 


Whitney Supply Co., with a showing of water heaters; 
Plumbing & Heating Supply Co., of New Orleans, with 
enamel ware; Woodward-Wanger Co., Pittsburg Water 
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Two 2-inch No. 931 Sylphon Regulators on service hot water heaters of the 
Camden County Tuberculosis Hospital, Asyla, N. J 
Mr. Arnold H. Moses, Mr. Frank H. Schaeffer 
Architect Cons. Engr 
Camden Heating Company, Contractors 
This hospital is heated by the Webster Vacuum System of Steam Heating 


Another Hospital with Sylphon 
Automatic Control of Service Hot Water 


Sylphon Temperature Regulators meet the exacting 
demands of the modern hospital for plenty of hot water 
not too hot-—not too cool. They automatically maintain a 
steady supply of hot water at the right temperature with 
oy, out attention, and without repairs -not only in hospitals, 
of times - -_. but in every other type of building where service hot water 
, is required. 











— Easy to install--because they have no outside accessories 
of any kind, and require no auxiliary power, Sylphon 
Regulators guarantee completely satisfactory control of hot 
water systems with a minimum consumption of steam. 











The secret of economical and reliable > > ‘ mC ‘ 4 
siadniie Ghamummaane sumed te dhe Install Sylphon Temperature Regulators on all your 
Sylphon Bellows, which is the motor service hot water jobs, big or small. 


element in every Sylphon Regulator. 
This bellows, drawn and formed seam 


less, is the most accurate, flexible and Ask us to send Bulletin KTR-105 


durable expansion unit known. 


THE FULTON COMPANY KNOXVILLE, TENN. 


ORIGINATORS AND PATENTEES OF THE SYLPHON BELLOWS 


Sales Offices in: NEW YORK, CHICAGO, DETROIT, BOSTON, PHILADELPHIA, and all the pelacigel cities in U.S. 
European representatives: Crosby Valve & Engineering Co., Ltd., 41-42 Foley Street, London, W. I., England 
MB, Canadian representatives: Darling Bros., Ltd., 120 Prince Street, Montreal, Canada 


P 


Mention Domestic ENGINEERING when writing advertisers. 
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The Most Economical Way 





This modern office building 


is warmed by 


IDEAL BOILERS and 
AMERICAN RADIATORS 


Every year more and more building 
owners and Heating Contractors are 
learning that the real secret of heating 
economy for larger buildings is the in- 
stallation of a battery of IDEAL Boilers. 

















— If you haven't yet learned this fact, the 

Jersey City, N. J., warmed by two Arco salesmen will be glad to tell you 

ee ee where you can see a battery of IDEAL 
Boilers in operation. And the records of 
low fuel bills will prove to you better than 
we could tell you why the sale of IDEAL 
Boilers for big buildings increases so 
rapidly. 


























An IDEAL |S) ele B00 On UE ce) @ Every 
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o Heat Big Bui 





Why a battery of IDEAL Boilers 


saves fuel 


A heating boiler is rarely called 
upon to operate at 100‘c of its heat- 
producing capacity. As a matter of 
fact, a boiler is obliged to function 
at only about 30‘o of its maximum 
heat-producing capacity during the 
major part of the season. 

With a battery of IDEAL Boil- 
ers, only one boiler, or two, or more, 
need be employed during most of 
the heating year. When colder 
weather comes, the entire battery 
may be put into service. But by 


using only the minimum number of 
boilers necessary to meet normal 
requirements, as compared with the 
use of one large boiler fired low, a 
real saving in fuel and labor is 
effected. 


You can add tremendously to your 
business if you will go out after 
the Heating Contracts on big build- 
ings, not only for the world-famous, 
efficient, reliable American Radia- 
tors, but also for the unequaled 
Ideal Boilers. 


As durable as 
the building 


It is a satisfaction to every owner to 
know that his boiler will serve effi 


ciently, yearafter year,without break 
down. IDEAL Water Tube Boilers 
render this kind of service. They are 
made of a carefully prepared iron 
mixture, unaffected by rust, summer 


dampness, gases, heat or water. These 
boilers practically never wear out, 


Easy to operate 


No especial degree of skill whatever 
is required to obtain permanently 
satisfactory results with the IDEAL 
Water Tube Boiler. 

Operation is no more complicated 
than running the usual smaller type 
of household heating plant. The hu- 
man element is virtually removed as 
a controlling factor of good perform- 
ance. 


AMERICAN RADIATOR COMPANY 





Showrooms and sales offices: New York, Boston, Providence, New Haven, Newark, Philadelphia, Baltimore, 
Washington, Richmond, Buffalo, Pittsburgh, Cleveland, Detroit, Cincinnati, Atlanta, Chicago, 





Milwaukee, Indianapolis, St. Louis, St. Paul, Minneapolis, Omaha, Kansas City, Denver, 
San Francisco, Los Angeles, Seattle, Toronto, London, Paris, Milan, Brussels, Berlin 


Makers of IDEAL BOILERS and AMERICAN RADIATORS and other products for heating, ventilating and refrigeration 


Direct Mail Advertising Dept. 101 
1807 Elmwood Ave., Buffalo, N. Y. 


GENTLEMEN: Please send me copy of booklet featuring 
Ideal Boilers for big buildings. 





Yours very truly, 





Name — meet sieht 





Address — , en 














56 DOMESTIC ENGINEERING April 17, 1926 


What Research Pays in Dividends 
YOUN 
Le 
YOUNG 


ODAY every citizen of the country reaps a di t 
| benefit from the investigations of the American 
} 

CENTRIFUGAL VACUUM | 


Society of Heating and Ventilating Engineers in 
operation with the U. S. Public Health Service, on p: 
AND BOILER FEED 
~—ih i 
=> Ss 


Supplied in Seendved Units 
of Seven Capacities 





lems of heating and ventilation that have been studied 
the five years at the U. S. Bureau of Mines experiment 


3 








| tion, Pittsburgh, Pa. 





That air is necessary for life and heat and is essent 
to existence, are facts known to everyone because we « 
not do without either. Learned men have studied th 
subjects for centuries and our present day heating 
ventilating systems developed during the past quart 
century are the principal reasons why comfort is possi! 
in our modern skyscrapers, immense hotels, auditoriun 
theatres and other places of public assembly. Two thi: 
have been instrumental in this work, the painstaking 
research of the pioneers and the inventive genius and n 
chanical developments recorded in the last twenty-f 





years, 
Some of the outstanding contributions that the labora 
tory of the A. S. H. V. E. has given to science and ma: 





kind in general are: 
1 A record of heat flow through the commonly used 
building materials 
2 The heat meter for measuring heat flow. 
3 The quantity of heat given off by room-heatin 


ve 





radiators. 
4._-The respective heating abilities of steam type radia 
tors as compared with the water type. 


V2 unit equipped for automatic vacuum control, with 
piping connections made and ready for operation. Piping 
connections shown in gray tone are to be made by con- 
tractor. Suction strainer and check valve at inlet of 


pump are furnished with unit, as well as companion 5.._How the inleakage of air around windows and doors 


flanges, bolts and gaskets 
affects heating (vital in these times of high fuel cost) 


HE , Centrifugal Vac Boiler Fee ; A . ; 
Young Centrifugal Vacuum : and : oiler eed 6 Determination of the comfort zone which is the 
Pump does not have to be placed in a pit where it is : 
subject to flooding in order to remove the water from low range of effective temperatures from 62 to 69 degrees 
returns by both gravity and vacuum. The pump can be (effective temperature is a scale giving a true index of a 
placed on the boiler room floor which drains into the person’s feeling of warmth in all combinations of tem 
sewer and an accumulator tank is placed in a pit below the ne 
level of the return into which the water of condensation perature and humidity). 
will flow by gravity at all times and keep all the returns 7 The human thermo-metric chart, a scale giving the 
dry. A float switch is mounted on this tank to operate relation of temperature, humidity and a person’s feeling 
the pump automatically, independent of the vacuum con- 
trol. The vacuum in the system does not have to drop 
in order to keep all returns dry, and the Young Exhauster 
is able to remove the water from the accumulator tank, paratus to determine the dustiness of air. 
ss ) 4 4 i t > "2. 2 s Py , Py 

regardless of the amount | of vacuum in the system, This work is directed by the society’s committee on 
because it is naturally a high vacuum pro- é ; . 
ducer 2 4 research, under which advisory committees select the 

: Page” I problems for study, the work on each problem being under 

scnanae To Bo = < ; : 
= 5 the guidance of a technical committee. A trained staff 

of investigators under a director are on duty at all times 
with a suitable personnel assigned to each problem. All 
investigations are in pure science and no commercial test 


of warmth. 
8 Dust determinator development of a measuring ap 






ing is possible. Complete reports on the results of the 
five-year program are to be found in the Transactions of 


VACUUM 
FUNSSIud 





the Society. 

Funds for this work are provided through the allotment 
of 40 per cent of each member’s dues which goes to the 
research fund supplemented by contributions of publ 
spirited citizens engaged in the heating and ventilating 
profession. 





The Mitchell Plumbing Co., of Decatur, Ga., is buildin: 
V2 Pump with an addition to its office at the corner of Candler street a: 
Accumulator Tank Trinity avenue. The firm will use the additional space 

a show room. 

ne NE a Cc. H. King, of St. Augustine, Fla., has recently bs 
awarded the plumbing and heating contracts on the n: 


r 
YOUNG PuMp COMPANY Ponce de Leon Apartments being built in that city by T 


450 East Ohio Street CHICAGO Foundation Co. = 
Factory: Michigan City, Ind. M. J. Welch, Aberdeen, Wash., will build a $50,0 


structure for combined stores and hotel purposes. 


{ 





















BUSINESS CONDITIONS IN LEADING JOBBING 


CHICAGO 
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BUILDING ACTIVITY GIVES IMPETUS TO BUSINESS 


MWMpectus PiuMwIinY 





he 


CENTERS 












tT} April 17, 192¢ 





Kecent y a Urited Jobber Came to 


Cleveland to Discuss Prices With Us 


ND because the conversation shows pretty clearly our attitude to 
ward this much-talked-about bject, we are reporting it here as it 
actually happet } 

I’y to ¢ t vith 1 uid the Jobber 
N i i t ve replied You've me because 

' pt t " I iven't rs 
I have Well, you can see my situatio1 You're 





Y ia t ti mpeti wn your w 
A the j t altogether on pri 
TI + + 
We et after him we ask 
Y I I inst t alesmen t to lose an order, gave 
t f ' t his | vhat the ver We got the order 
that ] t 
Ar 1 ‘ } + ; 
A to tell the trut repl t J not so good. It was the only 
i i I 1S1 t t I t n 
Ar ; ] +] + + YY } ' ? L 
4 ti i 1 xX< nay me t ask Uu 
I | t har} t l I 1 
Isn't it ti ( t on, ‘‘that since we persuaded you several years ago 
t Unit r standard line, t t out dealing in individual items on 
pri ’ " t t ’ United goods that your business 
ir ised 
Oh, there’s 1 t of it. Last 4 e did a little over double our busines: 
the year f A entrated on Unite 
And your t we Idn’t h isking 
Just what i'd ex t O included our regular legitimate profit 
And e got 1 
, Jol j } mers d gl 1esSs i Red vd 
t j 2 At y Tal t over ” 6 
with ti bt ty Write his name orl 
| 
fi 


‘“‘The Red Metal Line’’ 


every wem t ries a 


3844-62 HAMILTON AVE., CLEVELAND, O 





onrrs UNITED BRASS MFG. CO, 








Soil Pipe busin ! t ! il | ! rk 


Business in soil pipe still consists main f shipment is at the nev r lev t I 
igainst old orders Foundries still have contracts on th el lr ! 
hooks, shipments on which are being 1 ed in good tor } her finitelv that he 
nage, and jobbers’ requirements for hort time ahead vill 3 t rent 


ire pretty well taken care \ result, new busir re being offers f t ! not 


ontinues light this weel For t} ' ' ae ee 
et has not been put to a s« re test vet +} the 1 iciiena? Wneen Conde 





cent 21¢-point advan: I t f t \ 

dered a further mar f the I bee! te 

pparent for some timé Hlowevi bres this week in w) 1 covers t 
the pig iron market might be considered mark of another mewhat spo new 
ort Foundry stoc re not he leliverie re bu ( 

mewhat deferred in a fe ( I I 1 

Steel Pipe : 

While one producer reports that Jur f bu not beit ' ' ; port 
ness in Chicago territor dur { irst q I at , , , rted 
ahead of that of the first quarter of last year, the ger 
trend of reports is one of steady turnovet tly n t . 
increase now. but. in th me +] aiae that Boilers and Radiators 
the corresponding period of last 3 r Jobber tock Ni 
are in satisfactory shap¢ mple for the demands of the represent ni 
trade Delivery from t] mill in be ! le promptly or hipment ON 
practically all sizes. Prices are firm and unchanged being pre 

Wrought Tron Pipe is 

Jobbers’ stocks are adequate nd ars f maintained seca 

t suitable working levels by frequent o1 rs on the mill as : 
amounting to a fair tonnage Out of stock busing i 

. 7 x . 7 ~ 
teady and slightly on the iner re favorabl N i VW \ () I kK 
weather setting in Direct hipment being made to ~ - 
pecified jobs, are runni nto subst | tonnage, al rhe ! 
though the recent decision of some mills to make no direct heating indust1 


shipment of le than carload lots i ilting in divert how a gradual ir } \ ( ! 


ing much of this former busine to out of stock dispo being dis ambi m the form of 
ition. Deliveries can be made prompt! mill Price hnewspape d ement fitter trike | 


are firm and unchanged , wat tens : ' wt an 5 dir 
Enameled Ware orre ' teadil 
Buying was still reported this weel proceeding ith ré 
in comparatively narrow limit hipment re runnin Soil Pipe 
less than last year and, ; yet, the ! we defined 
tendency on the part of buyers to extend their comm 
ments beyond actual current requirement ym KCE] na al 
tions to this are noted, some manufacturers havir i fair head \ 
amount of 90-day busine Prospects ahead are od nt 1) 
a number of orders hanging fire whi vill run into large } 0} ; nd? ) 
volume In the meantime, the market i teady afl 
makers are prepared, with good Zed stock to handle Steel Pipe 
the business when it come Vhole , ntir rderir , 


Pottery | wl 


Shipments have been maintainin ibout the same vol changed ment 


ths, 1 records would indi Wrought Tron Pips 


ume for the ps 
cate that they are about 12's per cent under last summer 1} hip t I 
lgures Reports from Chicago representatives reflect the erally used Most bu nmed I ; 


feeling that buying is not at the rate expected, orders be on the increase 


ing mainly for small lot nd indicating a tendency on the Enameled Ware 
part of buyers to confine commitment to current need Sale f enameled 

In the case of this commodity, as well, exceptions to such bers to make 

a statement are noted Man covering contract have The latte 

been placed on specified jobs, for example. Stocks at pot- liveries. Prices remain fir 


teries are well built and assure quick handling of order Pottery 
No change in pric is been announced since the recent Order 


decline in lavatori¢ to cau le 





Range Boilers report Or the ! t potter tt te t 
Orders placed at former low price ire being released in } f rtat 
as needs demand and some ufactur ire requiring evel \ l f I 
pecifications that will clean thi d busir »p by June tinue ul! nged 
1 at the latest In general, jobbers ar vell covered for Range Boilers 
their current and near future requirements and, with the Most manufacture! re practicall to the 


recent decline in prices by severa manufacturer new 192 eet Pr Dp D} heir ' nt ec n 
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Enclosures or cabinets for covering radiators are not an 
or recent development. This company has been build; 


such equipment for some years. 






Only recently, however, has the home owner, the architeg 


and the builder recognized the importance of enclosing radiator 





not only from a decorative poi 
of view, but for the money-avi 


and efficiency factors as well. 

























Tite: apes The new H & C Radiator enclosuspite 


result of this increased demand a 

















4 are built on the knowledge gainefow 
7! from a practical experience ¢ c 
f 
i - 
i 
| 
Type ( } 
\ 
\ 
Type D 2 P ‘ 
> 
; 
4 
) Important! 
A change in our sales plan has made it desirable for us to secure reliable represent 
in some sections of the country. If you are in a position to represent us In the 
Radiator Enclosures and can furnish worth while references, fill in the coupot 
opposite page an i mail it today. A liberal proposition awaits the right concert 
(0 1 & in territories now open. 
~_ | . > re ee a . . ee : . -— 
‘ re + 7 Var 
Ghe Hart §& Cooley Company ~*| 
ee 
Mert T) i 














a negenty-five years building heating specialties plus a scientific 


uld; 


hited 
iat Ht 


pot 


$d V1 


k owner. In construction they are superior 1n every, re- 


he H & C Enclosures are made 


y of present day requirements. 


hese new and modern enclosures combine artistic designs 
th efcient heat diffusion and represent a real economy for 


/ 





: * 
kt, having ample strength together with the highest 
lity of material and workman’ 

p. 





losuptitely of steel, equipped with a 
e thpmidifier and beautifully finished 


dat 


‘ainwown Mahogany or in several 


cea 
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oe 








American Walnut, Red or 


{ colors. 
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ANNAN 
WARDARARNNNRNNNININNIANIZNIZANON 
CNONNANANZININININIZISINISIZISIZISIZISIS Type C 1 
LORRAIN ARAN 
ARONNNIINIAISINSIZISIZISIZISI ANNAN 
WANNA ANNI 
ORNONNINANINZISIZISIISIZISZ 
VAAN ANA 
CRONNZNZNZINZISS 
KORDA 
DRNONZANIZNIANZISZI 
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ZNONZNNIANZASZAISZN 
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’ New Britain, Connecticut 
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Keep Your Buying 
Data Up-to-Date 


Looking up the source of supply of all plumbing and 
heating items you handle during the year consumes 
a great deal of time. Therefore, your buyer should 
have the latest. most authentic records obtainable. 





New products are constantly coming into the market. 
On almost every specification you find trade-named 
articles that you either never heard of before or have 
no idea where they can be secured. 


Domestic Engineering Catalog Directory is com- 
piled especially for the buyer of plumbing and heat- 
ing supplies. It is completely revised and a new 
edition brought out each year so his records can be 
kept up to date. 








The 1926 edition contains the condensed catalogs of 
450 manufacturers of plumbing and heating ma- 








€ terial, with over 13,000 illustrations, occupying | 29] 
xe pages. Each article shown is indexed and crossed 
3 for easy reference. 

9 

he! In the Directory Section are listed some 2000 articles 
iy with trade names and names of the manufacturers. 
4 This gives you not only the sources of supply of all 


standard items but specialties as well. A complete 
index follows the section. 


Standard Tables and Rules applying to the industry 
appear in the back of the book. There is also an 
alphabetical list of manufacturers with complete 
street addresses. 
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Whatever assistance your buyer may now have, his 
records are not complete without this Directory. 


| 
} 


a 


Standard catalog size—734x1054 inches. 1976 pages. 
1291 catalog pages. Price $5.00 postpaid. 








Special Approval Offer 


As a reader of ‘‘Domestic Engineering’ we want you to 
have a copy of this Directory for inspection and approval 





—— v C3  — 





— We feel sure when you see the book you will desire to keep 
) it. If for any reason you wish to return it after thirty 
days’ free examination, you may do so without obligation. 
Plea send u : py of the 1926 edition 
Domestic Engineering Cc atalo »g Directory in 
U accordance with t} r 1] approval offer. We | Take advantage of this liberal 
f . 
ther remit $ rreturn the book within N offer and mail the coupon today. 
1} 
PUBLISHED BY 
Na 


; DOMESTIC ENGINEERING CoO. 


Directory Department 








| 
| 
= - c ee ee 1900 Prairie Avenue CHICAGO, ILLINOIS 











Plumbers’ Brass Goods 
lubular makers find ar ctive demand for both imme 
te and future deliverie One larg maker’s custom 
ire calling for May shipments to be made immediately) 
consequence, he reports that he lroppi lightly 
behind in shipments Cast makers find an tive d nd 
1 are making satisfactory deliveri« Price ire un 


Boilers and Radiators 


Wholesalers are ordering for stock, thus creating fair 
emand, but, in eneral, current need e not large 
Prices have not changed Deliveri being mad¢ 
romptly. 

) r ) 
PHILADELPHIA 
Master plumbers are busier in the Philadelp listr 
than they have been, and this increase in busine for 
the men who install the goods has caused a slight in 
rease in the demand upon the »bber of plumbing good 


volume of goods moved by the wholesaler has shown 


low, steady growth for the past month, but does not 


pproximate the figures reached at this ti in 192 
Manufacturers’ prices in most line ire firn An ad 

ance of 214 points in price oil pipe innour | 

luring the week by one large foundry An exception t« 


hun 


that 


manufacturer 


the statement prices are firm is range boilers, a 


ber of large ipproxi 


mately the last June sheet Jobber pric n general are 
reported to be a trifle better. 
Baltimore master plumbers are reported to be busy 


contractor recently ontracts for the 


heating of 112 


large 


one 


plumbing and apart 


building 


ment 
Soil Pipe 


The firmness that has been in evidence n manufac 


weeks took the form of an ad 


turers’ prices for some 

vance during the week by one large foundry, whose new 
heet is 2%4 points higher than former; Shipment 
against contracts placed at lower pric have wiped off 
much of the busine books and some expect 


on foundrie 


new business to increase in the near future. Deliveries are 


becoming more tisfactory two week being the max 


imum from most f 


Steel Pipe 


One large producer finds a considerable increase in de 


mand, while others report a fairly satisfactory tonnage 
being taken by the jobbers Prices generally have not 
changed Deliveries can be made promptly Jobbers’ 


tocks are not large 


Wrought Iron Pipe 
alers do not constitute a particularly 


Orders from whole 


10 days of April being 
Prices gen 


being made as 


totals for the first 
the 


not changed 


tonnage, 
those of 


large 
less than same period last year 
erally 


wanted. 


have Deliveries are 


Knameled Ware 


the large manufacturers re that release 


contracts are 


One of port 


against coming through in good shape, im 


asked for on considerable mate 
May 


Price 


mediate shipment being 


rial at first ordered for 1 delivery Makers are able 


to ship staples as needed generally are unchanged 


Wholesale tocks are not large 


Pottery 
the 
of specials for 


A good business is reported by several of 


rger pot 


“big job” 


teries, this consisting principally 


uture delivery Potteries generally are reporting a very 


N 


Range Boilers 


fany of the larger it 


proximately the ame 
that In most instal 
thar t that ti I) 


ire prompt 


Plumbers’ Brass Goods 
\ fair movement in |! 
be! having a fair am t 
rder, keeping current det 
ing is being done I 
not changed Deli 
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Boilers and Radiator 
I approaching May 1 
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The Stock Market 


Quotations furnished by Frazier Jelke & Co., Chicago 
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Chicago President in Radio Talk 
Shows Need of More Bathrooms 


OTHING is more necessary to the health and happi- 
N ness of the home than adequate plumbing facili 
pS 


ties, and, with the advance in modern sanitation, 


{ THINGS TO TELL YOUR CUSTOMERS ABOUT TRANE PUMPS 








¥ 


» American home in this respect has the advantage of 
that in any other country in the world. 

What has been regarded as a luxury in the past, placed 
only within the reach of the more wealthy of our citizens, 
is now considered absolutely essential to the comfort of the 
average householder, as nearly every home nowadays, espe 
cially in the large cities, is equipped with sanitary plumb 
ing. 

Having inherited to a great extent, the facilities we now 
enjoy within the home, it is doubtful if the younger gen- 
eration fully appreciates the comfort and conveniences 
which modern sanitation has brought about, but the older 
folks will remember there was a time when all these con- 
veniences were not available except perhaps in the homes 


of the wealthier class, but not even then to the same extent 





as is now in general use in the home of our humblest 


citizen, | i. Switch contacts that 


It is within the memory of those now living that the use 
of the modern bathtub when first introduced in America, are Kept am ri | safe 
was restricted by legislation and could be used for bathing 
purposes during the summer months only, and in the Tell Them: 
winter only upon the advice of a physician 

“Being made of pure silver, twice as 
thick as a dime and worth their weight 
in cash, Trane float switch contacts really 
are kept in a safe. But there is a reason 
for silver. 

“Ordinary switch contacts need atten- 
tion. In service, a black oxide forms on 
them that is an insulator instead of a 
conductor. They become chewed-up due 
to their low melting point. The longer they 
are used, the worse they are. 

“Silver is different. The oxide of silver is 
a good conductor. In service, silver con- 
tacts work in, and use their entire surface. 
They spark but little, have a high melting 
point, and have a long, trouble-free life. 
They are self-cleaning. They improve 
with age. 

“And that is why the eight contacts on 
each Trane float switch—breaking the 
current in four places—are made of pure 
silver. It is one of the little marks of 
quality you find throughout the Trane 
line.’”’ 

This float switch is standard equipment 
on all Trane pumps that require float con- 
trol—vacuum, condensation, and sump. 
For further information, 


It is scarcely necessary to emphasize the important rela- 
tion between health and sanitary plumbing. It is becom- 
ing more and more recognized by intelligent people every 
where. In an address not long ago to manufacturers of 
plumbing appliances, Doctor Thomas Darlington, ex-com- 
missioner of health of New York City, laid particular 
emphasis upon the need for ample plumbing facilities in 
the home. He further stated that throughout all the writ- 
ings and remarks of the foremost medical and health 
authorities to-day, complete sanitation of the home and 
liberal provision for ample facilities for this purpose is re 
garded as at least equal to the attention of the medical 
practitioner when true health is considered. He said ‘‘In 
all of these things we need these sanitary appliances of 
yours to fight misery, to fight sickness and to fight dis- 
ease.” 

With an unfailing supply of pure water coming into the 
home for bathing and domestic purposes, and a proper 
piping system to carry off the waste of the human body, 
and provide an opportunity for cleanliness in the home and 
in our persons, we are thus fortified against sickness and 
disease. Just imagine the discomfort and inconvenience 
of being unable to bathe through lack of a sufficient supply 
of water. In the press dispatches of less than a week ago 
we read of the price of water in Leadfield, Nev., as being 
reduced from 10c to 2c a gallon, but none available for 
bathing purposes. The water is hauled from springs three 
miles from town and used for mining and domestic pur- 
— See Trane Bulletin 20 

Having been asked by the management of the “Own 
Your Home” Exposition now in progress at the Coliseum THE TRANE COMPANY, 200 cawenon ave. LA CROSSE, Wi 
to prepare a brief article to broadcast on the subject of ene b6nks Mdnnnbie dS. COeKOR Jaren Ann eu 


remodeling the plumbing of old homes, I shall endeavor | MANUFACTURERS OF HEATING SPECIALTIES 
USING THE GENUINE TRANE BELLOWS, AND 





'o be as brief as is consistent with an intelligent consider 
tion of the subject 


*Address by Jos. W. Cannon, president of the Plumbing 
‘ontractors’ Association of Chicago, and past president of the 


National Association of Master Plumbers, delivered Friday 
vening, April 2, in conjunction with the Chicago “Own Your 
fome” Show, and broadcast by radio station WGES 
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It is clearly seen from the foregoing, that we have one 


of the leading lights of the medical profession go on record 
as favoring ample facilities and for proper 
sanitation of the body, in the home and in the workshop or 
office. Yet 


have an extra bathroom, an extra toilet or even an extra 


opportunity 


how many homes that could well afford them, 


lavatory? Is it not evident that it is lack of intelligent 
vision which prevents the necessary money being spent for 
these extra protections for the family health? This is a 


state of affairs to be justly criticized and deplored. From 
the available facts it would be better to spend more money 
Count 


on plumbing, and less perhaps on other luxuries 


less instances might be cited, proving definitely and con 
that the lack of all often 
resulted in imperfect health, killing all the joy of living 
For the the 
eminent medical authority, I have already quoted, a certain 


clusively, these things has too 


instance, in one of large cities, according to 
building which was the dwelling of several families at one 
time had only one bath and toilet room for the common 
use of all 

During the time that this was the case, there was seldom 
a day that some individual among the occupants was not 
ick in hed This 
viding separate bathing and toilet facilities for each house 
hold that occupied the 


dwellings in this community 


condition was changed later by pro 
building 

There are that lack 
the plumbing and fixtures which are truly needed to make 
them The 


think nothing of listening to the piano or talking machine 


many 


safely sanitary owners of this property would 


or the furniture salesman, or in fact anyone who sug 
the considerable improve 
ments along those the 
plumber make his suggestion for improvement in matters 
affecting health itself, he is 


man 
sums in 
but 


gested investment of 


lines of non-essentials, should 


closely under suspicion at 


once 
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Americans are the cleanest people in the world, if 
number of bathrooms in America means anything. They 
like to feel like to be for health’s 

Yet it is safe to say that 85 per cent of homes and ay; 
fact 
builders 


clean and clean 
most all home 

agree that it i 
More bathrooms in 
every home is the modern slogan, and it is going to become 


ments need more bathrooms. In 


tenants, architects and 


ers, 
mistake to economize on bathrooms. 


more popular every year. It won't be long before the ay 


age American family will consider two bathrooms jus 

necessary as they consider one bathroom to-day. You can't 
top the forward progress of better living conditions and 
higher standards in the home. In the average American 
household the morning rush starts at 7:30. No one has 


a second to lose. What happens? The ‘early bird” 


the bathroom first and the other members of the fan 
have to wait. Again refreshing morning baths are | 
While Dad slices his chin during a hectic shave. Aguin 


comfort is sacrificed and health neglected. Thus morning 


after morning, comfort, convenience and happiness art 
acrificed— all for the want of sufficient bathroom facili 
ties. 

A word about bathroom construction A great mat 
people have an idea that all that is necessary to install 
plumbing fixtures in a house is to place the fixtures and 
run a waste pipe from them and a water supply pipe to 


them, and are of the opinion that comprises a plumbing 


installation. This is far from the truth. In a modern in 
stallation it is necessary to run ventilation piping through 
the 


ruard 


roof properly connected with the sewer and fixtures to 
against the 
This is done by 
While it might seem unimportant to the 
just the plumbing 
remembered that the requirements 


air into the 


venting the 


encroachments of sewer 


building properly trap of 


each fixture. 


average householder how system i 


installed, it should be 


Closet tank fittings perform impor- 


tant services. 


We believe that most 


folks want the best. So we offer you 
the M-VB line. Made by Morency- 
Van Buren Mfg. Division, Sturgis, 


Michigan. 


Distributed by The American Pin Co., Division Scovill Mfg. Co., Waterbury, Conn. 
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‘Shis Jagis a Homise 


of Fermanent 
Satisfaction 


(Gore tag which appears on every piece | 
v9 of Republic Brass Goods 1s the | 
pride-mark of a modern plumber of a | 
job well done. 





























The above tag appears 
on every piece of Re- , ‘f 


fin the (denetfying Taio se It identifies the plumber who takes genuine 
; satisfaction in combining quality work 


mark of a modern 
plumber —a plumber 
who performs high 
class work and uses 
quality materials. 


manship with high class materials to the 
end that his installations may render a 
health and comfort service and deliver 
permanent satisfaction to the prospective 
home buyer. 


The Modern Plumber’s Tag is the hall- 
mark of a modern plumbing job—a defi 
nite promise to the home buyer of an 
installation that will return continuous 
dividends in satisfaction by fostering 
| health and promoting comfort in the home. 
The Modern Plumber's Tag is a- bond 


that forms lasting friendships for the 
plumber it identifies. 





C/he REPUBLIC BRASS Company 
Cleveland + + + + + Oho 


Good Plumbing . Good Business 
Republic Brass Goods 


ie ge ae 


Mention Domestic ENGINEERING when writing advertisers. 























68 DOMESTIC ENGINEERING April 17, 1926 











The plumber who metalled this 
STAR NACO Boiler is paying 
mare tor & then far other bwems 
of julenor type He is giving 
vou the best range bolder he cam 
twsy, because he knows it will 
be cheaper for you in the long 
tun. It ip manufgeturod by a, 
Company af thiuty years stand 














This is the Boizer that is Sold 
Thrw’ the Plumbing Trade 
ONLY! 


The utmost in quality is built into the STAR NACO Range Boiler. It 
sells for more because it is worth more. It is the boiler to which is hitched 
a profit for plumbing contractor, jobber and manufacturer. 


This may not be the case with other boilers using the word “NACO” 
which is a trade name. Be sure that you get the “STAR NACO.” 


Detroit Range Boiler & Steel Barrel Co., Detroit, Mich. 


NEW YORK CHICAGO TRENTON TOLEDO “SAN FRANCISCO 








Mention Domestic ENGINEERING when writing advertisers. 
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of the city ordinance and rules of the Health Department 


must be observed in all cases. The value and importance | 


of having plumbing installed in a scientific and sanitary 


manner and in accordance with accepted standards, is | 
cognized not only by Municipal and State governments 


but by the National Government itself. Recommended 
minimum requirements for plumbing in dwellings and 
similar buildings has recently been adopted by the United 
States Department of Commerce. 

To relieve the family congestion of the bathroom in the 
early morning hours, has it ever occurred to you that it 
would be an advantage to install an extra lavatory? While 
we are far ahead of Europe in the number and quality 
of our bathrooms, the best hotels in England and the Con 
tinent are equipped with two lavatories in the bathroom 
Where the family is not large enough to warrant putting 
in an additional bathroom, it is well worth while to con- 
sider the advisability of installing an extra lavatory in 
your bathroom. 


This permanent improvement can be installed by your | 
plumber for less than it costs to purchase a new dress for | 


the lady of the house. Where possible, however, it is pref 

erable to put in an extra bathroom if space will permit. 
It may interest you to know that the best enameled iron 

bathtub can be bought for $100.00, a lasting improvement 


that will add to the comfort and happiness of the family | 


as well as increase the real estate value of your home 
should you ever decide to dispose of it. Additional bath 


rooms and plumbing fixtures may now be installed on the | 


deferred payment plan. Arrangements may be made by 
your plumber for a finance company to handle the deferred 
payments. There is no legitimate reason, if you are not 
in a position to pay cash, why you should not arrange for 
the installation of additional plumbing equipment on the 
time payment plan. 

Like women’s dress, the styles in bathrooms change, and 
instead of the cold white glazed tile in general use, many 
are now having their bathroom finished in pastel colors, 
greys, blues, lavender and green to match the adjoining 
bedrooms. In the up-to-date bathroom, there is a growing 
tendency to eliminate exposed nickel-plated trimmings and 
for those who desire to pay for it, the exposed trimmings 
can be had in various colors to match the tile, the colors 
being baked on the metal. 

Mirrored panel doors are also used in the bathroom 
for concealing closets where personal apparel may be kept 
so that it is possible after the bath to make a complete 
change without leaving the room. 

Too much importance cannot be placed upon the neces 
sity for good plumbing—not only for the advantage which 
it brings and the comfort and enjoyment it gives to the 
occupant but the enhancement of the property valuation 
for resale makes it well worth while. 

WILL HOLD MINSTREL SHOW AND DANCE 

The Philadelphia-Suburban Master Plumbers Associa- 
tion will hold a minstrel show and dance in the White 
Apron Club at Highland Park, Pa., on Wednesday evening, 
April 21. According to information from A. C. Wilson, 
secretary of the association, the entertainment committee 
has prepared an unusually interesting program for the 
evening. 


M. A. Wolin, of Des Moines, Iowa, has been awarded 


the plumbing and heating contracts on the new business | 


building for F. M. Hubell Son & Co. in that city. 
The Biloxi Plumbing & Heating Co., Biloxi, Miss., has 


been awarded the heating and plumbing contract on the 


August Wachenfeld apartment building in that city 
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When piping 
expands and contracts 


When piping expands and contracts, 


} valves must be replaced every time, 
| valuable customers will be annoyed 
at the frequency of repairs 


You run no such risks when your 
men use genuine Jenkins Valves, 
valves with the extra sturdiness that 
is more than a match for a straining 


pipe 


Good metal, good design, good 
workmanship— these are the rea 
sons behind the good reputation of 
Jenkins Valves a reputation cover 
ing a period of over 60 years 





Fig. 106-—-Screwed 


Jenkins Standard JENKINS BROS. 
Bronze Globe 
Va . 80 White Street New York, N. Y 
524 Atlantic Avenue Boston, Mass 


133 No. Seventh Street . Philadelphia, Pa 
646 Washington Boulevard. . Chicago, Il 


| JENKINS BROS., LIMITED 
Montreal, Canada London, England 


Always marked with the Diamond" 


enkins Valves 


SINCE 1864 








a lot depends on the valves. If the 














ANew Heating Booklet 


Sent free on request 


Tells all about the money-saving Red Top 
“Tank in Basement”’ system. 


NEPTUNE METER COMPANY 


50 East 42nd Street :: New York, N.Y 
Atlanta, Ga...525 Virginia Avenue Denver, ¢ 1700 L5th Street 
Boston, Maas 141 Milk Street Los Angele Cal Ol Ft Third St 
Chicago, [11.565 W.Washington Blvd Newark, J 282 Roosevelt Av 
t. Louis, Mo. 1912 Pine Street Portland, Ore th and Glisan Sta 
San Fran », Cal, 320 Market t 


Philadelphia. Pa Rk ee « B ton Company, 1308 Arch Street 
Neptune Meter Co i 


Red fop a 


wronto Canada 
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Somerville 
(S. I. W.) 


Soil Pipe and 
Fittings 


Are mechanically correct 
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A new and 
timely book 


A new and timely book 
that gives a thorough descrip- 
tion, with plans and illustra- 
tions, of the heating systems 
used in heating small build- 
ings, such as cottages, bunga- 
lows, two-story residences 
and small garages. 

It takes a typical cottage, 
bungalow, two-story resi- 
dence and small garage and 
explains, step by step, the 
heating of each of these buildings by steam, vapor and 
hot water. 

All details of the systems are thoroughly described and 
illustrated. The layouts are so simple chet any steam- 
fitter can use them as guides. 

Proper main and pipe connections, the proper connec- 
tions of chimneys, details about vapor heating and many 
other important features are explained 

Heating Residences and Small Buildings contains 
much practical information and will make a valuable 
addition to any contractor's library. 


Price, $1.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 
1900 Prairie Avenue :: Chicago, Ill. 
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Oklahoma Hears President 
Longley 
Page 


(Continued from 39) 


master plumbers to develop a real selling organizati: 


their business His idea was that the man who wa 

ever blaspheming about local conditions and his jol 
and competitors should put that energy to selling 
added that the day will never arrive when the trad: 
free from unfair competition. He pointed out several ca 
where master plumbers had developed selling organ 
tions, and had progressed in spite of the fact that local 


conditions had not changed. In closing, he said, ‘‘Do not 


wait for conditions to change Develop a sales organiza 


tion in your business and change conditions.” 
The Tuesday morning session was devoted to the reports 
The report 


had been 


of zone governors and the reading of essays. 
of the that 
held in every section of the state during the past year, and 


governors showed zone meetings 
about fifty new members had been added to the member 
ship list of the state association. Thirty-seven local asso 
the convention, the 


number in the history of the Oklahoma association. 


ciations were represented at largest 
Q. Green, retiring president, dwelt on 
the subject of working without profit. He stated, ‘‘We are 
ask ourselves, ‘why are 
will it be 
Extension Bureau 
business the 
the the 
men who are sponsoring and paying the expenses of main 
the the direct 


In his report, H 


and 
long 


Trade 


times, 
small?’ How 
the National 
men of our 


compelled to stop at 


our profits so before the 


teachings of will 
make 


vear, 


members? During past 


methods of some of our wholesalers, very 


bureau have been cause of the in- 
the unfair sales 
robbed our members of a profit to which they are entitled 
This, 


when a 


taining 


effectiveness of teaching Those have 
in the opinion of your president can be overcome only 
wholesaler actually becomes a wholesaler,”’ 

the of the National 


assoviation, and the trade papers for their untiring efforts 


He went on to commend officers 
along the lines of standardization, both in fixtures and ma- 
He their 


plumbing codes 


terials also commended them on stand on 
One of the strong points of his report 
“The the intermingling of 
state associations should be encouraged, that our own asso- 
but that 


learn the needs of our surrounding states, and be a mutual 


was worded thus. policy of 


ciation may not become self centered, we may 


support and benefit to each other. “In conclusion, I want 


to personally pay my respects to the Oklahoma Woman's 


Auxiliary, and thank them for the help they have given 


us. 

C. A. Powell, of Blackwell, Okla., read an interesting 
essay on “The Jobbing Business."’ In opening, he states, 
“This paper takes the term ‘Jobbing Business,’ to mean 
that class of work which is offered by replacement, re 


modeling or small additions to plumbing already in place 
as against new installations which are the subject of strict 
ly competitive contract conditions.’’ He says that as such, 
it becomes a very desirable class of business. 
that a 
up by any master plumber who really wants to de so, and 


He goes on 
to prove successful jobbing business can be built 
cites several examples of this. 

the that the 
Merchant,” 
subject of a paper prepared and read by A. 
of Hominy, Okla 
be to make the master plumber begin to realize that h« 


Master 


was the 


“How to Overcome Impression 


Plumber is a Mechanic Instead of a 


Archambault 
He says that the first step to take would 
should be a merchandiser. He says, “The way we hang 
onto the name of ‘contractor’ and the idea of contractin: 
indicates that we have 


in connection with our business, 
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Exceptional beauty of design and 
high quality of enamel work are 
distinguishing features of the 
Columbia line of enameled iron 
ware. Beauty and utility are here 
united. For the enamel is applied 
for service and durability as well 
as looks. 

The most careful attention to 
detail throughout the works is an 
assurance that only the highest 
grade of sanitary enamel ware is 
turned out. 

The Columbia line is illustrated 
here. Look it over and send for 
detailed information. 


COLUMBIA SANITARY MFG. CO. 
LOUISVILLE KENTUCKY 


Domestic ENGINEERING when writing ac 
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Malleable Iron and Brass 
Pipe Fittings 


You are always sure of perfect fittings when you buy Kennedys. 
They are made in a plant devoted exclusively to the manufacture 
of Kennedy Fittings, and by an organization with 46 years of 
experience in meeting the requirements of the plumbing and 
heating fields. They are carefully designed for strength, appear- 
ance, and convenience in handling, and are vigilantly inspected 
throughout the course of their manufacture to assure only perfect 
and dependable fittings. And lastly they are backed by the 
Kennedy reputation for good goods and fair dealing. 


A trial will quickly show that it pays to standardize on Kennedy 


Malleable Iron and Brass Fittings. Send for catalog to help you 
make a selection and buy direct from your dealer. 


.. NY. 





SALES OFFICES: 
SALT LAKE CITY 









EL PASO ner taenens NEW YORK: 
SEATTLE THE NATIONAL BOSTON: 
KANSAS CITY, MO TRADE INVENSI Jon BUREAU CHIC 


LOS ANGELES 
PHILADELPHIA 
CLEVELAND 


PLUMaN AND “HEATING INDUSTRY. 


PER orosteeto 








THE KENNEDY VALVE 


Branch Offices and 
Warchouses 


228 N. Jefferson St. 


SAN FRANCISCO: 
448-450 Tenth St. 


Some Kennedy 
Valve Types 





Fig. 27 
Standard Bronze Gate Valve 
Built with screwed flanged 
ends in sizes from \j-inch to 
6-inch. This type of valve built 
for medium and high pressures 


ds 


Radiater Valve 


Kennedy radiator valvesare builtin 
straightway, angleand offset co 


or 





rner 


types, with or without unions, right 
or left hand, and with wheel or lock 
shield and key on operating stem 


° 


Standard obsue = Angle 
alve 





Built strongly in all parts and 
with an unusually large passage- 
way for steam or fluids. Always 
seats tightly and can be repacked 
under pressure. 


Fi 5 
Kennedy-Pennie Back-water] 
and Sewer-Gas Valve 
For sealing the water 
residences, public buildings, 
tories, etc. Fully bronze-mounted 

and has counterbalanced disc . 





pipe in 
fac 





128-132 White St. 
47 India St. 
AGO: 
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atrong habit of regarding ourselves most highly as me- 
chenics. If we want the public to hold any different view 
of our business, the first essential step is to change our 
ow minds upon that subject. We cannot continue to 
think first of ourselves as mechanics and hope for the pub- 
lic to think differently. As a matter of fact, under today’s 
conditions, it would benefit most of us to pull our busi 
ness, and our business thinking, somewhat out of the 


hichly competitive field of contract work.” 

In examining the situation, Mr. Archambault concludes 
t master plumbers are directly selling three things— 
This is conclusive, 
men, 


tha 
material, labor and engineering skill. 
according to Mr. Archambault, that 
master plumbers are two fifths mechanics, and three fifths 
Then why should master plumbers allow 


as business 
merchandisers 
the mechanical view of their business such weight in their 
thoughts? 

“The public,” “always thinks of the mechanic 
at a definite level in 


he 
who is limited 


states, 


to remain 


man 


“as a 








Top row: C. Gillert, of Ponea City, newly elected vice-presi- 

dent of the Oklahoma State Association of Master Plumbers; 

H. E. Longley, president of the National Association of 

Master Plumbers; D. R. Lynch of Tulsa, secretary of the 

Oklahoma association—Bottom row: Howard Jones of the | 

National Trade Eatension Bureau; H. 0. Tulsa, re- 
tiring president of the state association. 


Green of 


business, below that which is accepted as correct for the 
merchant Why then, continue to | 
think of ourselves, or allow the public to think of us as 
mechanics, when we are really merchants and professional 
men more than we are mechanics?’”’ He goes on to explain 
that the only way to correct the erroneous impression of 
the public is to do the things that the merchant does. It 
is necessary to get a store in a desirable location according 
to Mr. Archambault, study and make use of window dis- 


or professional man 


plays and develop a real selling organization. 

He concluded by that master plumber must 
remember that he can never become all merchant. “Some 
and engineer,” he 


saying a 


of him must always remain mechanic 
Says. 

F. A. Boland of Enid, Okla., 
esting and timely paper on the subject of “How to In- 
crease Volume by Pushing the Sale of Farm Water Sys- 
tems.’’ He started by that the subject 
practically self explanatory, and the most important part 
of it was “How to Successfully and Profitably Push the 
Sale of Farm Water Systems.’’ In explaining this he said, 

After we have a clear idea of the need for and the service 


read an extremely inter 


out saying 
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On all Lavatories 
USe 


Speakman Lavatory 
Fixtures 


SPEAKMAN COMPANY | 


WILMINGTON DELAWARI 





was | 





rendered by anything, the selling of the thing itself be- 








SPEAKMAN SHOWERS 


AND FIXTURES 





atrous 
~~ 


Patent Plumbing Fixtures 
and Duojet Water Closets 


LINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets—Flush Valves—Urinals— 
Drinking Fountains— Self-Closing Basin Cocks—Liq- 

uid Soap Fixtures, etc. 
Manujactured and Sold Exclusively by | 


THE IMPERIAL BRASS MFG. COMPANY | 
1231 West Harrison St. CHICAGO | 

New York Office, Room 514, 51 E. 42nd St. | 
| Pacifie Coast Representative, H. H. Chaffee } 
1234 S. Broadway, Loe Angeles 741 Call Bidg., San Francisco | 




















KEROSENE HEATER 
WICK BURNER TYPE 


An economical, safe, convenient Hot- 
Btream Heater that furnishes constant hot 
water for domestic use, day and night 
Noiseless, smokeless, odorless, no generate 
ing Burns 19 to 30 hours per gallon 
Wick requires no trimming. Sells and 
Batisfies because it's right. 




























LET’S Go! Have you our new N 25 Catalog show 
ing our complete tine of popular priced 
heaters? Write today 





THE HOTSTREAM HEATER COMPANY, 
“‘Makers of Heaters That Hea 
NEW YORK OFFICE: 210 EAST 45TH STREET 





Cleveland, Ohio 
” 









KEWANEE 


Steel Boilers 


Their unusual ‘‘Service’’ records 
prove that for durability they 
are unmatched. 


KEWANEE BSILER COMPANY 


Kewanee, Illinois 
Branches in Most Leading Cities 
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comes a simple matter of getting the possible buyer inter- 


ested in his need for the article and the service it renders = Ma aSSac thus setts Continues Fi | d 


He went on to explain statistics which proved that run- S oe oe = om k 
: secretary or 


ning water on the farm was the best investment a farmer 


could ever make, and one of the most inexpensive (Continued from Page 31) 
In conclusion he pointed out the outstanding advantages : 
of running water on the farm These are as follows: pianos and such businesses If we are to survive we 
The iving ob time abor and strength by having water are to continue, it is up to us to attract the public t ur 
where and when needed; it is one of the most important business We must build up our salesmanship n 80 
sintn of nesevink health. comfect and ficient Vivink* the that it will continue to function when the time of a k 
tastas of live stock. weatdens and lawas: the wachins of ening in new construction arrives,’’ he said. 
buildings, floor vehicles and implements; the washing Attendance was nearly doubled at the second 
of live stock: the protection against fire loss He urged ession with approximately 500 present. 
all of the delegates to think more about this prolific field Richard J. Welch, of Lowell, national treasurer, brought 
of endeavor for the master plumber the greetings of the national officers. He spoke of the 
splendid thoughts contained in the address of Mr. Fortune 
MRS. HORNBROOK ADDRESSES AUXILIARY the previous night and declared every New Englander 
PYWAHE ial committee was very much in evidence Ought to take to heart the suggestion of ‘“‘Boosting New 
| throughout the convention and saw to it that every England” at every opportunity. He also urged that it be 
delegate and guest was well entertained A dance was ‘taken up in the schools. He touched upon the national 
held Monday evening, and the banquet the next night, was ‘SCholarship plan which originated with Frank J. Fee, and 
featured by Bath-A-Day balloons of which ex-National President James S. Cassidy of Cam- 
Mrs. Emily V. Hornbrook, president of the Women’s bridge is a trustee, by which master plumbers’ sons can go 
Auxiliary of the National Association of Master Plumbers to school to learn something. ‘‘Why can’t we in Massachu- 
vas present at the meeting of the Oklahoma auxiliary, ‘Setts do something like that for the master plumbers’ 
and talked to its members at their meeting ons?” he asked 


Prof. Edward F. Miiler of the Massachusetts Institute 


Famous Players Lasky Corporation will erect a $1,000, of Technology and chairman of the State Board of Exam 
000 theater in Portland, Ore Consummation of a lease iners of Plumbers, was presented by President Loan. Prof 
has been made and plans are being prepared by Lee Miller told of the difficulties which beset the board at its 
Thomas, United States National Bank building, Portland heginning and the lack of funds He spoke of the bill 
Construction will begin some time in April 4 hotel will for $3,900 so a secretary might be employed and the office 
be provided for in one part of the building and stores on be kept open at the State House at all times. He said 
the yround floor on one side under the bill he was allowed $550 for all expenses and 
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’ 
—ah—that’s fine!! 
a comfortable shower with no fear or danger of scalding 


and no more “shots” of cold or hot water to spoil the enjoyment 
of the bath 








fell your customers about this wonderful shower mixer 











Pressure Equalizing Valve the Powers. Simply turn the handle to Hot—Warm—or CoLp 
prevents changes in tempera- and it keeps the temperature of the water at the same point. 
ture of shower caused by pres- Ihe two remarkable features of this mixer, shown at the left, 
gure changes in supply lines, make this possibl: 

due to use of nearby showers, This is the mixer that every user of a shower bath has been 
faucets, or flush valves. If wishing for. This fact is certified by the large number of places 
cold water sipply fails, het where it has already been installed, and the readiness with 

2 ; 


: fh which it 1s accepted wherever its performance is known. 
water is automaticallyshut off. ue 4 I 


Write for this Book 
Our new 20-page Bulletin gives a large list of users, together 
with stateme nts from many of them as to their experience with 
this “different” mixer. It also analyzes the shower mixer ques- 
tion briefly but comprehensively, explains fully the principle and 
points of merit of the Powers and gives the results of scientific tests. 
Plumbers will find this book a practical help, because the few 
Safety Stop protects bather minutes it takes to read it will give them a workable understanding 
from scalding caused by a of this most important improvement in shower bath equipment. 
“dead end” in the hot water Sent free upon request. 
supply Ime. It also prevents 
waste of hot water, and e- | | HE POWERS REGULATOR Co. 
duces decorating expense by | 
“steamed-up” 





35 years of specialization in temperature control 


> Also — aes Boston, Toronto, 
2716 Greenview Ave., Chicago ogee td 


See your telephone aus (3405) 


preventing 
bathrooms. 








he POWERS SHOWER MIXER 


aa NORTE on 
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Just as Important as the vie 


Brass pipe for plumbing is economical only when the fittings used « 

of a quality that will last as long as the pipe—yet while the pipe sell i IS 
specified as to make with great care, comparatively little attention is 
paid to the selection of the fittings. 


“McR”’ Brass Pipe Fittings are made by one of the oldest brass manu- 
facturers in the country with definite knowledge of the service they 
must perform. ‘They are full iron pipe size, have accurately cut threads 
and may be depended upon to last or outlast the pipe. Every fitting is 
water pressure tested and guaranteed absolutely. 


Take no chances on your brass pipe jobs. 


Insist on “McR” Fittings. Your 
jobber can supply you. 


The McRae & Roberts Co. 


DETROIT, MICHIGAN 
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B-700 


B-200 


B-200 Berwyn Bath Fitting 


ry 

| he Berwyn is the last word in a Bath Fitting with a dependable sanitary Pop-waste, and has the following features: 
Operating device has direct lift and does not come in contact with the overflow tube or the waste arm since it operates 
outside of the waste barrel. Will fit all makes of tiled-in enameled tubs. All working parts, including the seat on 
the supply valves, are removable from the front of the wall. Supply valves are furnished with a cast brass connecting 
piece, with solid china handles and escutcheons 


B-700 Bryn Mawr Fitting 


ry. 

| his combination Lavatory Fitting can be installed on either enameled or Vitreous Lavatories. It is not necessary 
to remove the fitting after it is once installed since the wearing parts are removable from the top of the slab and 
movable from the bottom of the valves. The supply valves are furnished with solid china handles and 
also with a Vitreous China Nozzle 


B-224 Ardmore Bath Fitting 


( Yne of the new and exclusive Hajoea Fixtures, is the Ardmore Bath Fitting with china nozzle over the rim, and like 
the Berwyn, has the same sanitary pop-up waste features. A special arrangement is made for fastening this nozzle 
to the fixture that allows the nozzle to be screwed on to it, and tightened in any position. This is accomplished 
by a sprocket ring with slots which tightens against a loose threaded sleeve which permits the changing the lead 
of the thread to the proper position correctly attach the nozzle without strain on the china. 


the seats re 
china escutcheons, 


HAINES, JONES & CADBURY Co. 


Ounoceo 1658 
HAJOCA PLUMBING GOODS 
> GENERAL OFFICES, PHIL ADELPHIA,PA, 
RON WORKS wonaistOWwn, oa, 


Aa a </ FPe*CS WORK S, or 208 Le ma.pa 





(etal PHILADELPHIA SAN FRANCISCO SAVANNAH RICHMOND, VA. 
baw Pee, JACKSONVILLE CHARLOTTE NORRISTOWN, PA. WILKES-BARRE 
LADD MACON WEST PHILADELPHIA TAMPA GERM ANTOWN 
_ ASHEVILLE FRANKFORD, PA. 
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hat the postage and traveling expenses alone had already 

en double that amount. The state receives between 
$10,000 and $12,000 annually in license fees from the 
hoard and he asked for $5,000 for the office. 
to get $3,000 or more. He believed the examinations 
ought to be on a higher level. He spoke of the importance 
of being able to make rough sketches of work and stated 
that it usually happened that the man who could not make 
i fairly good rough sketch could not read plans. He said 
he favored sending out sets of questions of previous exam- 
nations to let applicants study because when they 
mastered the questions they had mastered the subject 
matter as well. He paid high tribute to the loyalty 
work of David Craig, a member of the commission with 
and 


and 
him, a past national association president 

Treasurer J. Preston Perham gave a report on the last 
National convention and thanked ‘‘Domestic Engineering”’ 
it had given to the ques- 
He favored 
next convention 


for the assistance and publicity 
tion of having “B" pottery marked a code 
of ethics which is to come up at the for 
adoption. He spoke of the scholarship fund for Carnegie 
Tech being available to the sons of master plumbers only, 
but emphasized the fact that the courses may be taken by 
anybody. 

Reporting on the apprenticeship training class at 
erly, Mr. Perham, 
somewhat detailed report of the school which started with 
North group. He that he 
20 pupils in the class the plumbers 
satisfied and in reality there were 58 pupils and 
attendance in of the unusually 
These classes are open to boys who are working 


Bev- 
as apprenticeship commissioner, gave a 


the support of the Shore said 
was told that if 
would be 
98 per cent 
weather. 
in the plumbing business. 

Mr. that inquiries from 
five communities appren- 
ticeship classes for boys in those sections and before an- 

definite 
those 


he had 


spite severe 


had 
establishing 


Perham said already he 


other relating to 
other school term opens he expects to have very 
plans for their conduct similar lines 
Beverly. 

He said the important part of the training was for the 
the related subjects, that the 

National Trade Bureau 
movement was not to get quantity 


along to in 


boys to get a knowledge of 
schools were using the } 
text book ard that the 
but quality. 


Resolutions calling 


Extension 


for range boiler standardization of 


side tappings, six inches from the bottom, six inches from 
the top and 20 inches from the bottom, were adopted. 


then instructed to vote against the pro- 
the National at 


Delegates were 
for central office 
the Louisville convention. 


posal a for Association 


An appropriation of $50 was made for a suitable gift 


to the retiring president. 


WOMEN’S AUXILIARY 


HILE the Massachusetts convention 


W tne 


Ladies’ Auxiliary to the Massachusetts Associa- 
tion held its annual meeting in the Italian room of the 
Hotel Brunswick. Mrs. J. Preston Perham, the president, 


F. Whitmarsh 
previous meeting. 
N. M. Knudsen 


presided and 40 ladies were present. Mrs. I. 
Taunton read the of the 
Mrs. Chris Madsen, and Mrs. 
of the Maine Auxiliary brought the greetings 
ciation. 


of minutes 


president, 


Secretary-manager William G. 
Trade Extension 
the work of that 
made in the industry, 
part which they have played in its development. 

Mrs. A. E. McDonald, Mrs. Daniel F. Loan and Mrs. 


bureau, pointing out 


had | 


He hoped | 


| 
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FLOOR & CEILING PLATES 








Beaton & Cadwell’s ‘‘Perfection”’ 
No. 10 Floor and Ceiling Plates 
pay dividends in satisfaction — 
they save you time and money. 
They stay put. 





pe 
‘BEATON & CADWELL MFG.CO, 


of that asso- | 





was underway, | 


Bergner of the National | 
tureau spoke to the meeting, telling of 
the great strides | 
and telling the ladies the important | 


éstabli shed 1894 
» CON be ® 


Backed by thirty- 
seven years of 
manufacturing 
experience 


The Ohio Brass Co. 


Mansfield, Ohio 


ALW 


Ask for profitable details on the 24 gal. Unit 


















a 














THE CLEVELAND HEATER CO. Cleveland 


the quality Water Heater Builders for over 20 years 
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| 
| “THE LEAD RING IS THE THING” 


Now Furnished Both Male and Female 
The American 
Waste Connection with 


iy << ead Ground Joint Ring 


Saves Time, Money and 
Grief — Assures a Tight 
Joint. 














American Sanitary Mfg. Co. 
Abingdon 


No. 753 


Female Thread - - Illinois 
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XO 


Bigg Yale 


New MODEL 


Thermostat Tl 


With 8-Day Clock----7 Jewels 


Remarkably Low Priced! 
Write for Catalog. 


INNEAPOLIS 
Hear REcutaTor Co. 


2801 Fourth Ave., So., Minneapolis, Minn. 









66 My bid was high but I got the 
job,”’ writes Mr. Wellen, Plumb- 
ing Contractor. “I’ve been 
getting quite a few jobs like 
that since I read your little book 
‘Five Dollars and Fifty Cents’. 99 


If you haven’t read it—send for copy today. 
No charge. No obligation. 


A. M. BYERS COMPANY - Pittsburgh, Pa. 


BYERS waoustr ion PI PE 














Automatic Gas Water Heater 


If you want some real evidence 
about Humphrey Heaters, go to 
the people in your town who own 
them. What they tell you will 
help you to sell others. 


Humphrey Company 
(Div. Ruud Mfg. Co.) 


Kalamazoo - Michigan 





Type **a”’ 











Pucnguctine Purchasers of Power Water Equipment 


If you contemplate installing a new power pump for mill, mine or 
factory service and have not as yet reached a decision as to the type 
of pump best suited to your requirements, we invite attention to 
MYERS SELF-OILING POWER 
PUMPS for shallow or deep well service. 
Positive self-lubrication, enclosed work- 
ing parts, improved method of 
power application and other late 
features permit of continuous 
®, twenty-four hour operation with- 
out attention, reduce accidents, 
wear and breakage to the mini- 
mum, and provide a uniform 
water supply at alow cost. Infor- 
mation and literature on request 

Dealers write us 

Sor prices and terms. 


TheF.E. MYERS & BRO. CO., Ashland, Ohio 


Ashland Pump and Hay Tool Works 
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Kane, all of Worcester, were appointed a committer 
prepare an amendment to the by-laws providing for 
appointment of a nominating committee instead of hay 
nominations made from the floor The amendment 
be voted upon at the next annual meeting. 

Reports of the treasurer, Mrs. Daniel F. Loan, W 
cester, and the secretary, Mrs. I. F. Whitmarsh of Taunt 


were read and accepted Reports of the activities of 
everal local auxiliaries were made and these were lik: 
wise accepted 

A resolution of sympathy to Mr. and Mrs. Wallace ‘I 
Wordell of Taunton in the death of Mr. Wordell’s mother 


was adopted 
A letter 
of the 
asked the 
the 


Emily V 
Association 


was read from Mrs Hornbrook, 


National 


pre 
which s! 
sons to take advantage of 


dent Auxiliary, in 


women to urge their 


arnegie Institute scholarships. 
The 
Preston 


Walth 


tre 


Mrs. J 


Ryan 


President, 
president, Mrs. John 
F. Whitmarsh, 
Worcester. 
Mrs. A. 
Hyannis; 
McGlynn, 


following officers were elected: 


Boston: vice 
Mrs. I 
Daniel F 


Mrs. A 


Perham 
ecretarys Taunton 


Mrs 


iin 
asurer Loan, 
EK. Mi 
Mrs. R 


Taunton 


Kerr, Newton; 
Mrs. P. A 
Leominster; Mrs 
P. Hurst, New 


of 


Directors 
Donald, Worcester; 
V. Worthen, 
Mrs. FE 


G 
Keiser, 

Andrew 

Bedford. 


Mrs 


and 


Chairman John Singleton, 


fie ld 


hospitality, Spring 


Mrs. R. V 
Brookline. 


Auditing Worthen and Mrs. W 
Russell, 
The 


as a donation to the 


committee, 


HH Goudey, 


$25, on motion of Mrs. John Ryan 


Auxiliary voted 


National Auxiliary’s scholarship fund 


Luncheon was tendered the ladies by the Massachusetts 


State Association of Master Plumbers, and after adjourn 
ment of the Auxiliary business session, they were guests 
of Joseph A. Maynard of the Boston Brass Co., Waltham, 
at a theatre party 
AMONG THE EXHIBITORS 

* XHIBITORS at the Massachusetts convention showing 
a as ir products in the exhibition hall were: 

W. D. Cashin Co., Boston, automatic gas water heater 
ind storage system The exhibit was in charge of A. A 
Goodwin and Walter Vallette, the latter of the EverHot 


Heater Co 

my Rks 
on low tanks. 
M. 


showed a 
The 
Keller. 


Corne & Delaney Co., Brooklyn, new 


of tank trimmings for use exhibit 


was in charge of A. B. Delaney and Lee 


NORFOLK ASSOCIATION HOLDS SECOND 
BANQUET 
of the 


was held 


ANNUAL 


The 
Association of 


annual banquet Master Plumbers’ 
Norfolk, Va., April 6 in the ball 
Southland Hotel in that city. 


second 


room of the State President 


J. J. Shanahan was master of ceremonies in the absence 
of President W. EK. Coley who was in Florida. After in 
troducing the guests, Mr. Shanahan called on Leon T. Sea 
well, president of the Norfolk-Portsmouth Chamber otf 


who spoke on the advantages of living in Nor 


folk. Capt. J, Carl Peck, of Norfolk, spoke on ‘Pep,’ out 
lining the progressive policy of the American people, and 
comparing them to people of other nations. 

The guests were entertained by music of a master plum 
ber’s orchestra, Charles Montagna, a master plumber bein: 
the leader Telegrams were read from W. E. Coley and 
William Brookman, both of whom were unable to be pre 
ent The tables were then cleared for dancing which 

isted well into the night, 
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BANISH coal-bins forever. 
S. T. Johnson Co. Oil Burn- 
ers are heating hundreds of 
homes from Maine to Cali- 
fornia, efficiently, safely, 
economically. 
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Commonwealth 
tes‘ | Hotel 
Chicago. Heated by S. T, 
Johnson Co. No. 4% 
O:1 Burners, which are 
shown at right installed 
in boilers. 


Main Office and Factory: 
940-950 Arlington Street 
OAKLAND, CALIFORNIA 








OHNSON 
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OIL BURNERS 


Developed Through 20 Years of 
Successful Manufacturing 
HE improved S. T. Johnson Co. Rotary 
Oil Burner is backed by 20 years’ suc- 
cessful manufacturing experience. 





Made in five sizes for both heat and power 
—with or without oil pump. Engineers pro- 
nounce it “the most scientifically construc- 
ted oil burner on the market. 


Listed as standard by Underwriters’ Lab- 
oratories. Safe, clean, quiet. 


And now — Automatic Control 


HIS famous, proven burner i§ now avail- 
able with full automatic control. Positive 
regulation combined with absolute safety. 
Greatly broadens the sales ficld of Johnson 
dealers. Some attractive territory still open. 
Write or wire for information. Ask for new 


booklet. 


S. T. JOHNSON CO. Distributors and Dealers 
Throughout the United States and 
wien OIL BURNERS in Foreign Countries 


FOR EVERY SERVICE 


Factory Branch Offices: San Francisco, Sacramento, Philadelphia 
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White Metal 


Sink 





Interchangeable 


This rubber stopper 
was designed espe- 
cially for our inter- 
changeable plug. It 
has three points of 
contact that abso- 
lutely prevent 
water leakage. 


Leather washers and full 
114” I. P. S. Thread 


Ask Your Jobber 


Ferree nee eee tees eee eeeee 











All Exposed Parts 
in the Sink— 


where acid conditions are 
most severe on plated metal 


are Benedict Nickel 


St. Petersburgh San Francisco 


See en emmys 
- J. B. Wise, Inc. : 
- Watertown, New York = 
2 New York Chicago 23 
3 Philadelphia Dallas - 








bi PCR CCCP RPP RRR eee ee eee, 
- - 
e The nece r ‘lated Brass in the ~ 
= manufactur Sink Plugs ha é for = 
= ; 7 hata fr gett . 
= } i the ke t - 
o iparat y she " t rp pa their original « 
2 ass finis) - 
= To satisfy this growing demand, the WHITE METAL SINK 3% 
= PLUG has been originated by J. B. Wise, Inc manufacturers of =& 
— quality tut ular plumbing goods since 1877 All exposed parts in @—& 
= the sink are made from Benedict Nickel—no plating to wear off s 
é The slightly increased cost u ill be offset many times by the eve rlast- ¢— 
= mg wear given by WHITE METAL SINK PLUGS. Talk this & 
er nae THE OWL « 
4 - 
eR C ERE ECE REE EEE EEE EEE Eee ee eee eee eee 
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Plug 





Interchangeable 


Removable strainer 
interchangeable 
with 
rubber stopper 





114” or 114" Tail Pieces 


Any gauge or length 





3” Diameter Face 





Ask Your Jobber 





Purves 


SAUL 














ware oe 
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Oil Burner Association Discusses 
Consumer in Third Annual 
Meeting 
(Continued from Page 34) 


n a sales office or in an exhibit room It is better to 
meet them in a separate office. The class of salesmen 


that reply to newspaper advertisements do not yield a | 


sufficient number of good men to warrant the use of 
that method. Many other points of interest with refer- 
ence to selling oil burners will be elaborated upon in 
future issues of ‘““‘Domestic Engineering.” 

The newly elected officers of the Association are: 

President, Lionel L. Jacobs, Fess Oil Burner Ltd., To- 
ronto, Canada. 

Vice-President, Atlantic district, John P. Leask, Pea- 
body Engineering Co., New York City. 

Vice-President, Western district, J. C. Johnston, S. T 
Johnston Co., Oakland, Calif, 

Vice-President, Chicago district, J. L. L. MeCormack, 
Hardinge Bros. Inc., Chicago 

Vice-President, Southern district, Edwin M. Fleisch 
mann, May Oil Burner Co., Baltimore, Md 

The directors are: 

C. H. Chalmers, Chalmers Oil Burner Co., Minneapolis, 
Minn. 

Edw. P. Bailey, National Airoil Burner Co., Philadel- 
phia, Pa 

Geo. P. Kittel, Aeroil Burner Co., Union City, N. J. 

J. E. Martin, W. B. Wilde Co., Peoria, Illinois. 

Cc. A. Orr, Baker Steam Motor Co., Pueblo, Colo. 

W. F. Fant, Silent Automatic Corp., Detroit, Michigan. 


ANALYSIS OF THE OIL BURNER MARKET 


HE oil burner market as distinguished from actual 
y porctin came up for a great:deal of discussion. It was 
stated by one speaker that 85.5 per cent of all oil burners 
were in residences and that 14.5 per cent of the total num- 
ber were in other buildings. Of the 85.5 per cent, 14 per 
cent were found in high class homes, 21 per cent in middle 
class homes, costing $10,000 to $25,000, while 1 per cent 
are in rural homes. Thirty oil burners out of every 100 


sell for cash. It was the opinion that the best prospects | 


for domestic burners are in the fine homes 

“The great trouble in marketing oil burners,’ said C. H. 
Chalmers of Minneapolis, “‘is that it is a seasonal business. 
The problem, especially in selling domestic oil burners is 
how we are going to spread the sales more evenly through- 
out the year so that we can do business twelve months 
instead of three months of each year.” 

The same problem has been for many years, and is still 


” 


encountered in other industries. ‘“‘The trouble, 


member, ‘“‘is that the manufacturers are not campaigning | 


for oil burners. What will help the oil burner industry to 
level out the volume of sales is just such a national ad- 
vertising and educational campaign as is now planned by 
the secretary and board of directors. Co-operative adver- 


tising will do a great deal to take the seasonal-ness out of 


oil burner selling.”’ 

The question of establishing a scale of prices based on 
demands was discussed. Some industries do this and find 
it quite successful. Homer R. Linn, chief engineer of the 
western executive office of the American Radiator Co. at 
Chicago, said: 

“About eight years ago we made a study of our sales 
and we found that about 80 per cent of our goods were 


called for in the months of October and November. We | 


said one | 
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“CHICAGO’”’ 
No. 2 


ing Machine 


For 
Production and Precision 
reading 


PORTABLE 


Capacity '4” to 2” Pi 
“ yy’ to 1 \’ 
FEATURING: 
Quick Die Chan 
Automatic Die Head 
Three Speeds. 
Perfected Oil Control 


Send for Catalog 


CHICAGO 1 PIPETHREAD MACHINE CoO. 


Office and Factory: 1615 Racine St., RACINE, WIS., U.S. A. 
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Uniflow Water Softeners 


Simplicity—Rugged and Simple in Design. 
here are no unnecessary Devices to get 
out of order. 

Easy to Install—Softener shipped complete, 
ready to install, only three simple con- 
nections. 

Easy to Operate—Just four standard valves 
that a child can operate. 

Low Cost—The Size No. 1, gives 600 gallons 
of soft water at 20 gr. hardness between re- 
conditioning periods, and costs only $100 
list. Size No. 2, $140. Size No. 3, $180 


Very Large Discounts to Jobbers and Dealers 


Write for Bulletin No. 40 


The Uniflow Pump & Mfg. Co. 
Fifth and Perry Sts. « ~=©0- Dayton, Ohio 














Why Classic Leads 


It was the first combina- 
tion sink fixture on the 
market. Has many exclu- 
sive features, including 
adjustable arms. But 
most of all, because it is a 
Chicago Faucet, and that 
means there's no higher 


CHICAGO’ 
The Chicago Faucet Co. 
' | 2700-22 N. Crawford Ave 
Chicago, Illinois 





























“GOLD NUGGET” PRODUCTY:::::: 
BRASS FERRULES 


The manufacture of quality brass 
ferrules is a specialty wita ua. If 
you want to give your trade high 


grade,accurately madeand nicely 

finished goods-standardizeon the 

Richmond Line. Our large ware- 

house stocksand unexcelled ship- 

_ facilities makes trading with 
yor 





RICHMOND 


Foundry &ManutacturingCo. 
RICHMOND, VIRGINIA 


‘A:DEPENDABLE: SOURCE -OF - 
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Fig. J-3—- Inside View Fig. J-3-—Outside View 


Round Refrigerator Sink 


Black or Galvanized Sink tapped for 1%-in. or 2-in. iron pipe 
Removable strainer; 6 in. deep, 12 in. diameter across top. 





When used with our Galv. K-10 “P"’ Trap and a close nipple, it 
needs no brackets, requires no tools to install. A sanitary leak 
proof, drain sink which meets all requirements. 


SANITARY COMPANY OF AMERICA 
Main Office: Linfield, Pa. 


EMING “Oil Rite” (Automatically 

Ouled Right) Water Systems are 
built to meet all requirements. A 
typical deep well pumping outfit is 
illustrated at the left. Simplicity of 
construction, unusual accessibility, 
and durability are outstanding fea 
tures of Deming Automatically Oiled 
Pumps and WaterSystems. Forcom 
plete information send for Catalog G 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 


HAND AND POWER PUMPS 

















Without the “Duplex” feature, a water feeder 
must be placed so low that the danger line is 
reached before the supply valve opens. The 
“Duplex” feature assures real water line con- 
trol. Ask us to tell you why. 


Ask for Bulletin D 6. 


MSDONNELL & MILLER 


WRIGLEY BUILDING, CHICAGO 
Eastern Warehouse Stock, Bush Terminal, N. Y 1) 


















SQUARE | GEE 


iron Malleablelron | FITTINGS 





We are so proud of Square 
“Gee” fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 





THE GRABLER MANUFACTURING CO. 
CLEVELAND, OC. 
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had unsatisfactory manufacturing costs and a lot of id 
ness. During the busy months we would work nights, 
days, and Sundays, and that again increased the 
Now we have our seasonal discount schedule. If you } 
in certain slack months you get a certain discount. 1 
price steps up as the season advances and so the line 
our chart showing total sales is more nearly level than 
has ever been before.” 

Selling refrigerators was also proposed as an expedi¢ 
to balance with the sales of oil burners. During the tin 
that oil burners are selling well there is but little demar 
for refrigerators, but when oil burner sales fall off, that 
just the time to sell refrigerating devices, It was stats 
in the course of the discussion that a great many plum! 
ing and heating contractors are now selling a complet: 
line of public utilities 


BIG DINNER DANCE GIVEN BY WOMEN’S AUXILIARY 
OF N. & N. W. PLEASURE CLUB OF CHICAGO 

The Women’s Auxiliary of the North and Northwest 
Master Plumbers Pleasure Club of Chicago held a big 
dinner dance at Rainbo Gardens on the evening of April 
9. Master plumbers and their wives turned out in force 
to enjoy the party which the women arranged, and this 
club, formed for pleasure purposes only, more than justi 
fied its name in the fun which reigned. Besides members 
of the club itself many attended from other parts of the 
city. The south side was well represented and a number 
came from Evanston to share in the good time. Many 
representatives from supply houses, also, were there 
At least 400 people will remember a most enjoyable 
evening 

A fine dinner had been ordered and by 7 o’clock the 
tables reserved for the club were filled with people ready 
to eat, ready to dance and ready to enjoy the lavish revue 
for which Rainbo Gardens are noted. The ladies in charge 
had assigned those who made reservations to certain 
tables and, then, to make sure that everyone knew every 
one else, Mrs. Kuhnlein, Mrs. Bahn and Mrs. Liss visited 
around and introduced the strangers to their table com 
panions. In fact, everyone seemed to be a committee of 
one to help along the fun. 

Mrs. M. J. Kuhnlein was chairman of the committee 
in charge of affairs. Officers of the auxiliary are Mrs 
Wm. E. Bahn, president; Mrs. H. H. Diedesch, vice presi 
dent; Mrs. Robert Liss, secretary; Miss Henrietta Jacoby 
corresponding secretary; Mrs. Walter Blyth, treasurer 


CELEBRATED FIFTEENTH ANNIVERSARY 

The Kansas City, Mo., Women’s Auxiliary now has fif 
teen vears of good work to its credit The occasion of its 
fifteenth anniversary was fittingly celebrated by a surprise 
party for Mrs. E. D. Hornbrook, president of the Wo 
men's Auxiliary to the National Association of Master 
Plumbers. The entertainment committee had planned an 
interesting series of games, and after these had _ been 
enjoyed Mrs. L. M. Engass showed pictures and clippings 
if good times enjoyed in former years. An old-time spell 
ing bee closed this enjoyable affair in an appropriate man 
ner 

Another pleasant occasion was the recent luncheon at 
the new President Hotel, and the party afterwards at the 
Orpheum. This is an annual affair and one to which mem 
bers look forward from year to year. The luncheon wa 
daintily served and was followed by remarks from Mr 
E. D. Hornbrook, national president, and Mrs. Charlotta 
M. Howell, president of the Kansas City Auxiliary 


Stebinger Bros., Portland, Ore., will build a $250,00: 
residential hotel in that city. 
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INDIANA 
Tank Fittings 








eghh 


Reg. l Pat. Off. Oct. 20,1920 


“The heaviest standard 
tank fittings made”’ 


Superior workmanship and 
fine materials go into INDI- 
ANA TANK FITTINGS. 
That’s why they are unexcelled 
in their line. The long trou- 
ble-free service they render is 
ample proof of their quality. 








Some of the largest closet tank 
manufacturers in the country use 
4 INDIANA Fittings as standard 
e equipment — because INDIANA Fit- 
lings can always be relied upon. 


05) + 
aS The Indiana Brass Co. 


co Frankfort 3 Indiana 





0:5) The Largest Exclusive 
wy Manufacturers of Tank 
ae Fittings in the World 









Indiana No. 10 
: Sanitas Spud 
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An elbow which is almost human 
in the automatic precision with 
which it operates. Traps the con- 
densation, making a perfect water 
seal, and prevents the vapor from 
short circuiting into the return 


main. The 


“O-E” Perfect Ball-Check 
Water Seal Union Elbow 
with Adjustable Air Vent. ; 


Mechanically perfect 
sand blasted and 


plated, with specially ground Semi- 


Ball Joints. Adjust 


also made with various size vents 
for close regulation or straight vapor 


work. 


Let us tell you how this elbow 
and two other simple fittings 
provide the world's finest heat- 


> system. Send 
one 


O-E Specialty Mfg. Co. 


10 Keefe Avenue 


MILWAUKEE 





| 


. Extra heavy, 
heavily nickel 


able stops are 





for Bulletin 





WISCONSIN 
































HAMMOND 
VALVES 


The Hammond 
Compression Stop 
and Waste Valve is a 
high grade article, in 
both material andcon- 
struction — the kind 
of a valve every 
responsible plumber 





likes to put on his 





All our valves are of the same high grade. 


They are accurat 
install. And the 
before and after 


there are no faulty valves to cause 


continual trouble 


Order Some From Your Jobber Today. 


rmace 


Hammond Brass Works 


Hammond 


“MARK 


jobs. 


ely made and easy to 
rigid inspection both 
assembly means that 


afte: installation. 


3: Indiana 
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Convention Dates 


April 19, 20 and 21, 1926.—The annual convention of e 
Associated Master Plumbers of Texas, at San Antonio, } 
headquarters at the Gunter Hotel. 

April 26 and 27, 1926.—The annual convention of 
Georgia State Association of Master Plumbers, at Savar 

April 27 and 28, 1926.--The annual convention of the ( 
rado Society of Sanitary and Heating Engineers. 

April 29 and 30, 1926.—The annual convention of the \ 
ginia State Master Plumbers’ Association in Lynchburg, V. 

May 3 and 4, 1926.—-The annual convention of the Florida 
Master Plumbers’ Association, at Miami, Fla. 

May 7 and 8, 1926.—-The annual convention of the Associa 
tlon of Master Plumbers of the State of Washington, at 
Longview, Wash., with headquarters at the Hotel Monticello 

May 10 and 11, 1926.—-The annual convention of the North 
Carolina Master Plumbers’ Association, in Goldsboro, N. C 
with headquarters at the New Goldsboro Hotel. 

May 11 and 12, 1926.—The thirty-sixth annual convention 
of Connecticut Master Plumbers’ Association, at the State 
Armory, New Haven, Conn.—The association’s annual exhibit 
will be held in the same building May 11, 12, 13 and 14. 

May 14 and 15, 1926.—-The annual convention of the Oregon 
Master Plumbers’ Association, at Corvallis, Ore. 

May 17 and 18, 1926.—The annual convention of the Ten 
nessee Master Plumbers’ Association, at Chattanooga, Tenn 

May 17, 18 and 19, 1926.—-The annual convention of the New 
Jersey State Master Plumbers’ Association, at Camden, N. J 
The sessions will be held at the New Convention Hall. 

May 17, 18 and 19, 1926.—The annual convention of the 
California State Association of Master Plumbers, at Los 
Angeles, Calif. 

May 25 and 26, 1926.—The thirty-second annual convention 
of the Pennsylvania State Association of Master Plumbers, 
in Erte, Pa. 

May 26, 27 and 28, 1926.—The semi-annual meeting of the 
American Society of Heating and Ventilating Engineers, at 
Lexington, Ky. 

May 27, 28 and 29, 1926.—The second convention of the 
National Association of Plumbing and Heating Salesmen, in 
lbetroit, Mich., with headquarters at the Book-Cadillac Hotel 

June 1, 2 and 3, 1926.—-The annual meeting of the National 
District Heating Association, at Niagara Falls, N. Y. 

June 1, 2 and 3, 1926.—-The annual convention of the Na- 
tional Pipe and Supplies Association, at White Sulphur 
Springs, W. Va., with headquarters at the Greenbrier Hotel 
and Cottages 

June 1, 2, 3 and 4, 1926.—-The thirty-seventh annual con- 
‘ention of the Heating and Piping Contractors National 
Association, at Washington, D. C., with headquarters at the 
Willard Hotel. 

Junve 21, 1926.—The annual convention of the Kentucky 
Master Plumbers’ Association, at Louisville, Ky., with head- 
quarters at the Kentucky Hotel. 

June 22, 23 and 24, 1926.—The forty-fourth annual conven- 
tion of the National Association of Master Plumbers, at 
Louisville, Ky., with headquarters at the Brown Hotel. 

June 29 and 30, 1926.-—-Midsummer meeting of the National 
Association of Kkrass Manufacturers, at Chicago. 

October 11-15, 1926.—-The eighth annual convention of the 
American Gas Association, at Atlantic City, N. J. 


William Abbes Called by Death 
William Abbes, of Abbes & Tulley, Bronx, N. Y., master 


| plumbers, died of pneumonia on April 5, in his 44th year 


Mr. Abbes was well known to the trade throughout New 
York State and the East, not only from his connection with 
the New York State Master Plumbers’ Association and 
the Bronx Association, but also because of his splendid 
tenor voice, which had endeared him to hundreds of mas 
ters at outings, conventions and other trade gatherings 
While in attendance at the state convention in Binghan 
ton, Mr. Abbes contracted influenza, which developed into 
pneumonia after his return to his home and caused hi 
death 
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| By refinement in design — 
| which eliminated complicat 
ed mechanism and cumber 
some appearance, then im 


proved all essential factors 

GE engineers have pro- 

duced the outstanding pump 

} motor for your every need. 
Here is the RSA 

Type RSA Single phase re 


pulsion ine ductio m motor— 


$1Z€S "ns, \,! 19,4, [hip 











Something No Other Pump Motor Can Have 


The G-E Type RSA Motor is built for pumping duty. 
It has a high torque for quick starting, and runs 
smoothly under the varying conditions of pump 
demand. 

It is sturdy and dependable for years of service, 
and also has something only G-E pump motors can 
have—GENERAL ELECTRIC back of it. 



















4 > * Your customer appreciates what General Electric 
{ means to him. Pump manufacturers know how 
much G-E motors add to the performance of their 
equipment. 


G-E Motorized Power for 
pumping is more thana 
motor — it is a practical 
and economical applica- 
tion of electric power. 
“Built-in” or connected to 
pumps it provides lasting 
assurance that you have 
purchased the best. 


And when you install pumps equipped with 
G-E Motorized Power you will have both General 
Electric and the pump manufacturer back 


of you. 


MOTORIZED POWER 
cfor Pumping 


GENERAL ELECTRIC 


FRACTIONAL HORSE POWER MOTOR SALES DEPARTMENT, FORT WAYNE, INDIANA 
Or A aN cc eae SiR 


Specify G-E Type RSA 
motors. The pump man- 
ufacturers will co-operate 
with G-Eengineers in tak- 
ing care of your a 
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WOODWARD ~WANGER HOUSEHOLD SERVICE 
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MUSHROOM 


abal 


ar’ 


Guaranteed 3 Years 


One piece « 
fits right down into the 
It fits like a cx 
Parabal can Why 


when 


rk and 
compete 
can sell Mushroom Parabals which are 


f pure para rubber with a patented shape 
valve sealing it at every point 
as only a Mushroom 
with hardware stores 


ou 
handled only by Master Plumbers? 








ENDURO 


Hard Rubber 


Float 
an » or split. 
More lift than glass or 
tel: guaranteed 














ENDURO 


Seat Bumpers 


Carton sine @ : 
“ f all 

1 ‘ z rh y 

made i ald 


After All — 
Its Just a State of Mind” 


‘“T USED to think that my customers wouldn’t pay for quality —and that 
I couldn't get $1.25 for a Mushroom Parabal. 

“But I found that was simply my state of mind-—~instead of recommending 

quality and asking the price, I took it for granted that I had to install 

the cheapest ball possible in order to compete with hardware stores. 

“But when I tried recommending Mushroom Parabal, I found my customers 

had heard about it and didn’t have the slightest objection to paying 

$1.25 for the service it renders.” 

So speaks one Master Plumber. And that is the experience of every 

Master Plumber who realizes that the customer’s satisfaction with his 

jobbing work depends upon the quality of the repair parts he uses. 

There isn't much difficulty in selling Mushroom Parabal to the customer 

when he knows the price is $1.25 and that it is guaranteed for three years 

Nor is there much talk about price on other Woodward-Wanger repair 

parts when national advertising is explaining their quality to a public 

that didn’t know a tank ball from a caulked joint. 

Just get the state of mind that the customer appreciates quality —and 

you will keep the profit that only quality merchandise can bring. 


Woodward-Wanger Co. 
Philadelphia 


Oakland, California Chicago, Illinois Orlando, Florida 
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China Tank Lever Rubber Stoppers The Washer Every 
sehen: ted 7 pecs Carton contains 44 stop- Faucet Needs 

pssst th “ th the alight pera in 11 sizes together Once 

est pressure This new with 1% dozen beaded No complaints, no f 
pag yegahane sale iggy chains. Individual boxes come-backs. They mak 
placement item insure a clean stock faucet repairs profitable 
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THIS WEEK 





AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








YARBROUGH SUPPLY CO. OPENED 


Ww. T. Yarbrough, formerly with McGraw, Yarbrough 
Co., Inc., Richmond, Va., has opened a jobbing house under 
the name of the Yarbrough Supply Co., with offices and 
warehouses at 929 Brook Road, Richmond. 

OPENS WAREHOUSE IN ST. LOUIS, MO. 
U. T. Hungerford Brass & Copper Co., of New York 


312-314 North Sec 
Mo., with a complete stock of its 
branch 


City, has just opened a warehouse at 
ond street, St. Louis, 
William J. charge of this 


products. Conroy is in 


GERSTEIN BROS. & COOPER DISSOLVED 


The partnership of Gerstein Bros. & Cooper, 1 and 3 
Third street, South Boston, Mass., 
solved Hyman Gerstein has sold his interests to Morris 


Gerstein and Abraham Cooper, who will carry on the busi 


has recently been dis 


ness under the name of the Gerstein & Cooper Co. 

NOW THE AMERICAN GAS PRODUCTS CORPORATION 
The A. H. Wolff Gas Radiator Co., New York 

changed its name to the American Gas Products Corpor- 

effective April Ist, 1926, an from 

the company The 

order to more clearly define the extent and variety of the 


City, has 


ation, announcement 


states. change in name was made in 


gas heating equipment manufactured and distributed by 


the company. Headquarters will remain at 376 Lafayette 


street, New York City. 


JAS. P. MARSH & CO. MOVE FACTORY 


Jas. P. Marsh & Co., of Chicago, are moving their fae- 
tory from 114-124 South Clinton street to 2073-2081 
Southport avenue, where they have leased a four-story 


This 


and 


mill constructed building for a term of 10 


building 
has 40,000 sq. ft. of daylight floor space. 


years 


large modern was erected eight years ago 
It will be used 
exclusively for manufacturing as the offices and sales de- 
Dartment of Marsh & Co. will remain at the present ad- 


dress on South Clinton street. 


CHANGE IN E. F. HOWELL MFG. CO. 

E. F. Howell, president and treasurer of the E. F. 
Howell Mfg. Co., of Hackensack, N. J., purchased 
Joseph C. Keck’s interest in this concern and will continue 
to conduct the business as formerly. Mr. 
vice-president of this company for several years and sold 
out to 


has 


Keck has been 


enter another line of business. 


BROWN-WALES CO. OPENS NEW SHOWROOM 
The Brown-Wales Co., Fargo Edgmont 
Boston, Mass., has just completed a new plumbing and 


and streets, 
heating display room, and invite all master plumbers and 
The fea- 
of the display is two complete bathrooms, one done in 
The 


heating contractors to come in and look it over. 
ture 


fray and the other in rose and white. walls of the 


entire room are of gum wood in natural finish, giving a 


beautiful contrast to the white of the plumbing fixture 


WESTERN NEW YORK TRADE'S GOLE ASSOCTATION 


ORGANIZED 


Some members of the trade in Buffalo, N. Y., met in the 
Grill Room of the Statler Hotel in that city on Monday, 
April 5th, and formed the Western New York Trade’s Golf 
Association with the following officers who will serve dur 
ing the 1926 season President \ \ AhIff, Standard 
Heater Co vice-president, KE. I Reinhard, American 
Radiator Co ecretary-treasurer, Geo, W. Crane, PennYo 
Plumbing Supply Co.; handicapper, EK. L. Reinhard, all of 
Buffalo 

The new organization will hold its first tournament at 


the Wanaka Country Club the first or second week in Mays 


KE. W. PUCKETT LEAVES SUPPLY FIELD 

EK. W. Puckett, president of 
the P & H 
Fort Wayne, Ind., for 
a familiar figure in the plumb 
field, 
participation in 


Supply Company 
35 years 
retired 


ing supply has 


from active 
the business, although he still 
interest 
in the company and the official 
title of Charles J 
formerly president 
the 


promoted to 


retains his financial 
president 
Stier, vice 


and assistant manager of 


firm, has been 
the 


ager 


position of general man 


Mr. 
tain the title of vice president 


Stier will also re 





As soon as the change became 


effective, Mr. Puckett assumed ki. W. 


Puckett 


industrial com 


the 


new duties as 


missioner of Chamber of Commerce of Fort Wayne 


The P & H Supply Company has recently acquired a de 
sirable site near the business center of Fort Wayne, and 
near the main lines of the Pennsylvania railroad, where 
it is planning to erect a new building 
FIRST ANNUAL “BOSSES’ NIGHT" 

Newton Reynolds and James . Bowles were appointed 
a committee on arrangements for the first annual ‘Bosse 
Night” of the California Association of Plumbing and 


Heating Salesmen of Oakland, at its regular meeting on 


April 1st. It is intended to hold the affair at the Athens 
Athletic Club on May 6th. Burr Eastwood, Jr., has been 
appointed to arrange the entertainment 

Burr Eastwood, Jr., was chairman of the day and in 
troduced D. E. Lende who sang several songs of his own 
composition, accompanying himself A motion was made 
and carried to attend the initial meeting of the San Fran 


cisco salesmen’s club in a body, and most of the members 


signified their intention of attending. 
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DURO CONVENTION AND DINNER IN NEW YORK 


Master plumber distributors of pumps manufactured by 
the Duro Pump & Mfg. Co., Dayton, Ohio, were guests of 
the New York ¢ branch at a sales convention, dinner and 
entertainment at the Hotel Astor Monda March 29th 
The convention was called to order by H. A. Lauman, New 


York City manager, who told the 130 master 


from New 


plumber 


Jersey, New York State, Connecticut, and Long 


Island who were present the purposes of the gathering 
He introduced C. FE. Burnett, president of the company, and 
H. I. Field, general sales manager 

Mr. Field told of the company belief that salesmanshiy 
makes the perior master plumber, the one who is head 


He explained va 


1 iles helps which the compat is providing He iid 
that the company is now making all parts of its pump, in 
cluding the motor, the pump and the tank He also told of 
the advertisir plans being made by the company which 
nelude busine paper, national and direct mail advertis 


Mr. Burnett traced the growth of the concern from it 


ago last November when it was started 


with a capital of $7,300 to its record of les amounting 


to three and a half million dollars in 1925 mpressing 
ipon the distributors, the hope of the company officials to 
accomplish worth while thing 


well as outsid Mr 


tarian ideas that have 


within the organization a 
Burnett outlined some of the humani 
within the 


been developed organ 


zation, among them being the assurance to the factory em 
ployes of a year round job The product that renders 


ervice to humanity and service to the employes of the 


company which manufactures it bound to succeed,’ Mr 
Burnett concluded 

The next speaker was C. J. Roh, 
phy Varnish Co., of Newark, N. J., 


ation in business 


president of the Mur 
who talked on co-oper 
head 
liners in public service and emphasizing the desirability of 


telling his hearers that they are 


the poli y of ‘‘give to get.” Telling how a painter in his 


neighborhood had secured many jobs in the same neigh 


borhood by good salesmanship, Mr. Burnett asked his 


hearers if it would not be po sible for them to do the 
same sort of merchandising work 
Next on the program was a one 


Wherein Plumber W. P 


scene play with two 
characters Brown sold prospect 
R. V. Randall (both men Duro company salesmen) a pump 
Then atter a few minutes spent by the assembled guests 
in greeting men they had not seen since the similar meeting 
a vear ago, the 


crowd moved into the banquet roon After 


partaking of a splendid repast, high class entertainment 


Duro Sales Convention Dinner at 
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in the form of singers and dancers was prov the 
crowning event of the evening being the presen n by 
Mr. Lauman of prizes for excellence in selling p: 


NEWARK SALESMEN TO HOLD “BOSSES Nicaiit’ 


Members of the Newark, N. J., branch of Na 
tional Association of Plumbing and Heating Sales: will 

rain have their employers as guests in May | an 
nual ‘“‘Bosses’ Night’ of the Association is to be } Fri 
day evening, May Tth, at Achtel-Stetters restau in 
Newark Discussion of this annual fete was tl ult 
order of business at the regular monthly meetin; th 
Association held at Achtel-Stetters Friday evening, Apri] 
ith W. EE. Carmichael, of Royal S. Smith, Fl beth 





W. E. Carmichael Ray Condit 

N. J., was elected president of the association for the en 
suing year. The new vice-president is H. A. Underwood 
of the Thatcher Co., 
William Krueger, of Hart & Crouse Co. 


Newark, and the new secretary is 
Ray Condit, of 
the National Radiator Co., was re-elected treasurer, an 
oftice, which he has held since the inception of the asso- 
elation, 
Announcement was made that Harry Moore, governor 
ot New Jersey had accepted the invitation of E. R. Gal- 
braith, chairman of the entertainment committee, to ad- 
dress the ‘Bosses’ Night’ gathering Mr. Galbraith also 
announced that he expected to have several other prom- 
inent speakers both in and out of the trade After two 
pew members had been elected, Henry F. Baillet, of Irving- 
ton, N. J., read a very interesting and instructive essay on 


sanitation 





ks 


the Hotel Astor, New York City 
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NOW IN NEW LOCATIONS 
Ine 


and 


has 
building the 
New York City 
40 East 34th 


and 
the 


| Sarco Co manufacturer engineer, 


1 its offices warehouses to at 


rner of 


Ww 


34th street and Madison avenue 
183 Madison 


address is avenue or 


e Wm. H. which W 
is vice-president and general manager, 
April it be 
offices showroom 
35th 

A 
Brooklyn, 


P 
announces that 


Page Boiler Co., of Davenport 


on 
20 new location with 
Madison 


City 


and after will in its 


at 
New 


200 
York 
formerly 
located 
N. Y 


company 1s 


general and avenue 


and 36th streets, 
of 58 Reid 
150th 


to 


Posner & C Ine 
N. Y¥ 


Road) 


is now at 9019 


(Rockaway Jamaica, In addition 
at this 
warehouse 60-64 
The Magee 


Union street, 


its office address, the maintaining a 


at Beaver street, Jamaica 
38 
at 


a showroom 


Co. has removed its office from 
Mass., to the 


It is planned, to continue 


Furnace 


Boston, company’s plant 


Taunton however 


I 





at the Boston address 
The Fitzgibbons Boiler Co., In will move to new 
quarters the latter part of April The new address will 
be the 20th floor, 570 Seventh avenue, which is at 41st 
street, New York City. The company will have more than 
twice the floor space which it now occupies at 47 West 
12nd street, New York City. 
APPOINTED DISTRIBUTORS IN CHICAGO 
R. L. Barker & Co., 642 West Washington street, Chi 
cago, have been appointed as distributors in Chicago and 
vicinity for the products of The Stark Pump Co., Detroit 
1. W. CRIDDLE COMPANY REMOVES MAIN OFFICES 
On March 15th, the A. W 
Criddle Company removed its 
main offices from Baltimore, 
Md., to 219-220 Board of 
Trade building, Norfolk, Va 
A. W. Criddle is head of the 
company, and G. E. Turner is | 
now in charge of the Balti 
more office, and will cover | 
the Baltimore, Philadelphia 
and Washington, D. C., terri 
tories The firm covers the 
South Atlantic and several 
gulf states. Offices are main 


tained at Norfolk, Baltimore 





and Birmingham, Ala 
company is sales representa- 
A .W. Criddle tive for a number of com- 
panies manufacturing plumb 
ing and heating equipment and accessories. 


LEIGHTON SUPPLY CO. ANNOUNCES CONTEST 

WINNERS 
Fort recently 
300 to 


Dodge, Iowa, 
for the best of 
“Who Benefits Most 
the Retailer, the 


The Leighton Supply C 
announced three 
400 words the 
a Cut Price—the 
the Manufacturer?” 

This contest which just ended was won by G. F 


Oi 


cash prizes essay 
from 


Jobber or 


on subject of 


Consumer, 


Towne, 


of Algona, Iowa. Miss Helen Holmberg, of Fort Dodge, 
lowa, came out with second prize, while third honors were 
divided between L. S. Dlugosch, of Storm Lake, Iowa, and 


E. Wernentin, of Davenport, Iowa. The general consensus 


f opinion as expressed in nearly every one of the essays 
that benefitted by 


wa no one price cutting proclivities 


The 


NGINE 


ERING 






Making Better 
Stop-and-Waste 
Valves 


is our specialty and because it is 
our specialty we claim to supply a 
better grade of Stop -and - Wastes 
than any general brass goods con 
cern has time to produce. Make 
us prove it. 















CJriumph. Brass Company 
COLUMBUS, OHIO 
Formerly 
Ohio Pump & Brass Co. 
Columbus, Ohio 
Established 1898 












The Celebrated 


PEERLESS 


KITCHEN BOILER 


(Combined Range Boller and Gas Water Heater) 


The Celebrated ‘‘Peerless’’ 
Kitchen Boiler 


heating boiler on the market. 


is the best gas 


The ‘‘Peerless’’ 
gas heating boiler business, 


originated the 


created the trade demand and 


has served the field for 15 years 


with great distinction. It has 
been much imitated but never 
equalled. 

The Peerless is made in all 
sizes. Numbers 18 - 24 - 30 -32- 
40 - 42 - 52 - 66. 


YOUR SUPPLY HOUSE WILL 
SELL YOU THE “PEERLESS” 

SEE DOMESTIC ENGI 
NEERING CATALOG DIR 
ECTORY FOR FULL INFOR- 
MATION OR WRITE US 


PEERLESS RANGE BOILER 
CORPORATION 
108 So. LaSalle St. | CHICAGO 
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RADIATOR H " 
: } { bis Ary i Se FZ7) & 
. ‘ vey 
j 4 ‘ 
Yi) ‘ 
Trust the women to spread the news! Every time 4 VG 
you hang radiators the E-Z way you've made WE 
1 some woman « friend for lifel And abe'll tell all \ 4 
ber friends how this vast improvement saves her EF, 
back on cleaning day! if 
The E-Z way makes lees work for you. too. No qty 
accurate placing of anchor bolt required — WY 
it ie adjustable. Yfy 
C( 
HEALY-RUFF CO. W\ 
“ 770 Hampden Ave., St. Paul, Minn. ] VA 
bye 1)\\\ 
ve mye tf x WH eli i 
0 CANN) EU HII 
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UNCONDITIONALLY GUARANTEED 


» ARROW > 


TRADE MARK 





rPmm=Awn 
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PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 
The Novelty Steam Boiler Works Company 


Factory, 917-929 S. Howard St. Baltimore, Md. 








Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply 


Water Closete for every type or class of 


service 
Frost Proof Closets. Direct flush 

or after flushing. ©) 
Write for catalog. 


Philip Haas Co., Dayton, O. 











The | 


| Grease 
Franklin | 














| Trap 
| 





For hotels or large residences—where a smaller trap 
- would be inadequate. Sturdily built and correctly 
designed. Write for catalog showing other models. 


R. ESTABROOK’S SONS 
204 First St. South Boston, Mass. 
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KOHLER EXHIBITION ROOM AT CHICAG( 


ound floor of the Tribune Tower in Chi 
Kohler Co., Kohler, Wig 


representative display of | ler 


On the gr 


exhibition room of the 


The room contains a 


products, both plumbing fixtures and electric plant 
A large show window is on Michigan avenue, as we'll as 
show windows running back 100 feet along the « ted 
sidewalk at the south side of the building. The floor of 
the room is of Vermont slate, mottled green and purple 
The walls are of rough plaster, light buff in tone. Brown 





| charge of 


ind green are the predominating colors in the < ng 


with touches of vellow and purple 
Three aleoves along the wall have been fitted up, two 
rooms as complete model bathrooms and another 





Part of the Kohler Showroom in the Tribune Tower building 


in Chicago 

model kitchen. Partitioned off with glass at the rear of 

the room is a demonstrating apartment for the company’s 

automatic electric plant Three units have been installed 

the fuel 
switchboard controlling the demonstration. 

photographs of Kohler Village 


and an oil painting by Arthur Covey, a duplicate of one 


with necessary and exhaust connections, and 
with a 
A number of enlarged 
of the mural paintings in the entrance hall of the general 
office at Kohler, decorate the walls. 
The Chicago exhibition room was planned by Brust & 
Philipp, architects, Milwaukee, the plumbing installation 
Chicago. 


were made by E. Baggot Co., 


In addition to the exhibition room, the Chicago branch 
office is located in the Tribune Tower on the twenty-second 


floor. J. B. Murphy, vice-president of the company, ha 


the Chicago branch. 


TO BE IN NEW QUARTERS MAY 1ST 
Ruud 
New 
Estate Board 
tiful 


The 


ing its 


Manufacturing Co., Pittsburgh, Pa., is 
York City offices and salesrooms to the 
10 East 41st street, where a beau 
installed. J Nich 8 


The company expects to be 


suilding, 


showroom is being Shane 
manager of the branch. 


new quarters by May Ist. 
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COMMITTEES APPOINTED FOR NATIONAL ASSOCTA- 
TION OF PLUMBING AND HEATING SALESMEN 
CONVENTION 
The newest development of the plans of the National 
Association of Plumbing and Heating Salesmen for its first 
annual convention to be held in Detroit, Mich., May 27, 28 
and 29, at the Book-Cadillac Hotel is the appointment of 
the committees to arrange for the affair. The following 
committee chairmen were appointed. Howard J. Harvey, 
general chairman; J. C. Caldwell, chairman of the finance 
committee, with Harry La Croix as vice-chairman; Charles 
0. Lippy, chairman of the hotel committee; Larry Kelly, 
chairman of the transportation committee; George Larkin, 
chairman of the reception committee; Martin Halfpenny 
acting as vice-chairman; Ray Nentwige, chairman of the 
registration committee, with William E. Dunstan as vice 
chairman; Joseph Bassett, chairman of the speakers com 
mittee; Porter West, chairman of the ticket committee; 
Joseph B. Stewart, chairman of the entertainment com- 
mittee; Joseph N. Yarnell, chairman of the luncheon com 
mittee, his vice chairman being Floyd L. Nelson; Mrs. E. C 
Peterson, chairman of the ladies’ committee, with Mrs. 
Douglas Kenney as vice-chairman; William F. Weber, 
chairman of the publicity, Douglas Kenney acting as vice- 
chairman; Bernard Doyle, chairman of the Credentials 
Committee; Harry Homer, representing the New Jersey 


Association; John Taylor, representing the New York Asso- | 


ciation; William Wanner, representing the Portland Asso- 
ciation. 


SAN FRANCISCO PLUMBING AND HEATING 
SALESMEN ORGANIZE 

Following the lead of several Eastern cities and of Oak- 
land, Calif., salesmen of plumbing and heating supplies of 
San Francisco, Calif., at a meeting held at the Palace 
Hotel on April 5 launched an organization of their own. 
Twenty-five enthusiasts attended the initial meeting which 
was presided over by Norman W. Farlow, of Holbrook, 
Merrill & Stetson, of San Francisco, and unanimously 
voted to organize. The aims and ideals of the organiza- 
tion, as pointed out by those present, will be to create a 
spirit of good will and clean competition between sales- 


men in the plumbing and heating industries. It was spe- | 


cifically decided that the association would be composed 
of individuals and not firms, and that firm policies and 
methods would have no part in the discussions of the mem- 
bership. 

Norman W. Farlow was elected president of the new 
organization for the first year, J. Lloyd Logsdon, of the 
Mueller Co., was named vice-president; Jackson Noble, of 
the Richmond Sanitary Co., secretary, and W. J. Sullivan, 
of the Walworth-Lally Co., treasurer. On the board of di- 
rectors are H. M. Callahan of P. E. O’Hair & Co.; J. Heffer- 
nan of R. W. Kinney Co., C. B. Mac Mahon of the Standard 
Sanitary Mfg. Co., F. J. Taforo of Haines, Jones & Cadbury 
Co., and J. L. Wallace of George H. Tay Co. 

Committees to formulate a set of by-laws and a consti- 
tution, to set meeting dates and work out other details of 
the organization are to be appointed shortly by President 
Farlow and will be announced at the next meeting in the 
Palace Hotel on April 20. 

Mervyn Geary. president of the California Association of 
Plumbing and Heating Salesmen of Oakland was present 
a3 Were a number of members of that organization. They 
told of their organization, and of some of the things with 
Which they had to contend. They offered the San Fran- 
“isco association the benefit of their two years of experi- 
ence as an association, and made many valuable sugges- 
Hons as to the policy of the organization. 
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The 
CLIMAX 
Cellar 


Drainer 





Why use uncertain and costly water-proofing of cement, 
asphalt, tar, etc., when the CLIMAX Cellar Drainer is 
so positive, dependable and inexpensive? The CLIMAX 
is usually installed in the end; why try something else 
in the beginning? 





BALTIMORE. MD. 


Our 


“aey Pacific Coast Agents: 


Wm. P. Horn Co. 


Rialto Building, 509 Wilcox Bldg., 
San Francisco, Cal Los Angeles Cal 








L. C. Smith Building, Seattle, Wash 














More and Quicker 
Profits NOW! 


Selling Paul Products is a business good the 
7 * ca 

year ’round, but particularly during the) Spring 
and Summer months. 





The Paul line offers a two-way selling 
plan that means more sales and quicker 
profits to Paul dealers. 


Now is the time to 
investigate the un- 
usual money mak- 
ing possibilities of 
Paul Products. 


Write today for the 
descriptive literature 





Private Water System 
U Soft Water Generator 


These two units represent the highest 
development in water softening devices 
and efficient private water systems. 


oh Fort Wayne Engineering & Mfg.Co. 
FORT WAYNE, INDIANA. 
Pumps. Water Systems, Soft Water Generators, Septic Tanks 


¢ MAIL THIS COUPON NOW / 


19 








Fort Wayne Engineering & Manufacturing Co 
1706 N. Harrison St., Fort Wayne, Indiana 


Please send me complete information on Paul Products and prices 





Name 


Address . 











bolt 


Two bolt fastening 


Spreading of bay we prevented by bolt 
directly below chain socket 


and end bar protected by chain guide. 


DOMESTIC 
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Armstrong 
Twin Jaw 


CHAIN PIPE 
WRENCH 


PROOF TESTED 
Write for catalog 







POINTS OF 
EXCELLENCE 


Extra large master 


Alloy steel shackle links. 







Extra large bearing of Jaw on Bar. 


Chain guides aid in adj 


usting chain. Chain 


ARMSTRONG BROS. TOOL CO. 
323 N. Francisco Ave. Chicago, U. S. A. 


| of Mueller Co.; W. J. 


| Mfg. Co.; Ray R. 























RANGE BUILERKS 


Riveted 
Rivet-Weld 
Welded 
Sure-Tite 


(Copper-Brazed) 


WM. B. SCAIFE & SONS CO. 













Founded ~™* +somee Pittsburgh 
in we 0 "=m" = New York 
1802 ILERS Chicago 














Brewer, of George H. Tay Co.; 











The public by thousands is turn- 
ing to No. 1 Buckwheat Coal to 
save $4 to $7 per ton. That is 
why Heating Contractors are 
installing so many thousands of 


Spencer 


steam .vapor or hot water 


Heaters 


burn No.1 Buckwheat coal 





Standard Heater Co. General Offices: Williamsport, Pa. 


New York City Boston Philadelphia Baltimore Hartford Buffalo 
Rochester Washington Schenectady Syracuse Harrisburg 
Scranton Detroit 

















SUPER - 
TURBINE 















632 E. Cerro Gordo St. Decatur. Ill, 


The 


BURKS § A Turbine Pump 


That Pumps Air 


Its simplicity and sturdy build make this 
pump unquestionably the best on the market 
for general Home Water Supply. 






PUMP 


Fully automatic and self 
priming, it delivers a steady 
non-pulsating stream against 
pressures up to 50 pounds. 


Before ordering Pumps 
investigate the BURKS 


DECATUR PUMP CO. 
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members of the organization 
were Norman W. Farlow, of Holbrook, Merrill & Stet. 
Foster, of George H. Tay Co.; Joseph F. Riddle, 
Tay Co.; O. F. Williams, of Holbrook, Merril} 
& Stetson: J. L. Wallace, of George H. Tay Co.; J. ¢ 
of Walworth-Lally Co.; C. C. Elsasser, of Wal- 
worth-Lally Co.; John V. Heffernan, of R. W. Kinney Co 

Jackson Noble, of Richmond Sanitary Co.; Lloyd Logsdon, 
Sullivan, of Walworth-Lally Co.; M 
Cook, of Walworth-Lally Co.; F. J. Taforo, of Haines, Jones 
Charles J. Marlo, of Standard Sanitary 
Smith, of Standard Sanitary Mfg. Co.: 
Ralph A. Birk, of Holbrook, Merrill & Stetson; G. D. Mar- 
tin, of American Radiator Co.; P. W. Borrows, of Standard 
Sanitary Mfg. Co.; J. W. Hagan, of Great Western Supply 
Co.; Ralph Potter, of Crane Co.; J. R. Whalen, of Plumb- 
rs Trade Journal; Fred A. White, of Domestic Enginees- 
Waldear, of Standard Sanitary Mfg. Co.; M. 
Harry L. Marker, of Mueller 
Co.; M. Geary, of Holbrook, Merrill & Stetson; John Mad- 
den, of Standard Sanitary Mfg. Co. 


Those present, charter 


son: S. L 


of George H. 


Robson, 


& Cadbury Co.; 


ime: ds.. 3. 


BUY-A-HOME SHOW HELD IN BROOKLYN 

Plumbing and heating concerns were not represented in 
large numbers at the third annual Buy-a-Home Show, held 
in Brooklyn, N. Y., the week beginning April 5, but the 
quality of the exhibitions served to minimize the lack of 
Crowds gathered before the booth of the J. H 
Keating Corp., heating contractors of 1331 Flatbush ave- 
nue, Brooklyn, whose specialties were bound to attract the 
home owner. Among their exhibits were gas ranges, vac- 
uum cleaners and oil burners. 

Hart & Cooley Co., Inc., New Britain, Conn., also had a 
display that the housewife was interested in. The com- 
pany’s New York office had arranged an effective group of 
their grilles, radiator enclosures, registers and rubbish 
burners. D. G. Noakes, New York City manager, was in 


quantity 


charge. 

A complete line of cooking and heating apparatus was 
shown by Charles Tisch, Inc., the exhibit including ranges, 
boilers and combination ranges. 

Dishwashers, both the separate type and those built in 
combination with kitchen sinks, were exhibited by Harvey 
Brett & Co., Inc., New York City. Both types were con- 
nected to water and electricity, and the demonstrations 
gjven were well attended. 

Julius Cohen, of Brooklyn, New York, distributors for 
the products of the Time-O-Stat Corporation of Milwaukee, 
Wis., showed a regulator attached to a water heater on a 
range boiler. The Domestic Stoker Company, New York 
City, exhibited a working model of its electric domestic 


|} stoker 


CALIFORNIA 8S. D. L. HOLDS APRIL GOLF 
TOURNAMENT 

Ans Dalziel continued his winning stride at the April 2 
golf tournament of the California Sanitation Development 
League and won the first leg on the Willard Chamberlin 
cup for low gross score by shooting an 88 on the sport) 
Lake Merced course near San Francisco. His closest com- 
petitor was Newton Stern, of the Standard Sanitary Mfg 
Co., San Francisco, who turned in a card of 91 and, with 
his handicap tied Frank J. Klimm for the “Domestic Engl 


neering’ low net cup with a net 74. With the low net 


| cup well in his possession coming in, Mr. Klimm got into 


trouble on his pitch to the eighteenth green and took 4 
séven for the hole, when it seemed he had an easy five and 
a win. 


Thirty members attended the tournament, the largest 
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n er to participate for several months. Norman W 
Fa w. chairman of the golf committee, was so busy start 
ir ff the foursomes, and checking them in that he did a 
full days work and turned in some overtime 
Hf. Porter Wilson, of the Richmond Sanitary Co., won 
the duffer’s prize with a score of 153 He was closely 
pressed by Robert Allman, of P. E O'Hair & Co., but the 
latter inadvertently sunk a seven-inch putt on the four 
nth green for a 152. 
W. P. Goss, who has two legs on the low net cup, in 
ted on standing too close to the ball after he hit it and 
turned in a score of 133. The next tournament will be 
held at the Beresford Golf and Country Club, the site of 


he recent northern California open championship matches 


DISCONTINUE MANUFACTURE OF CABINETS 
Che Haddon Bin Label Co., Haddon Heights, N. J., 
discontinued the manufacture of stock boxes and cabinets 


has 


for plumbers and will confine itself to the manufacture 
of bin labels, card holders and celluloid covers 


Personal Mention 


W. H. Cadwell, president of the Beaton & Cadwell Mfg. 
Co., New Britain, Conn., 
New England with 
W. Redmond, of Boston 


has been visiting the jobbing cen 


ters of his territorial representative, 
W 
W. C. Chamberlin, vice-president and general manager 
f the Standard Sanitary Co., Pittsburgh, 
Pa., has been visiting the headquarters of the 


in Seattle, Wash., and Portland, Ore. 


Manufacturing 


0 


company 


Wm. B. Neal, sales manager of the Chattanooga, Tenn., 
plants of Somerville Iron Works, with at 3637 
South Ashland avenue, Chicago, spent the week in Chatta- 
nooga in conference with other company officials. 


offices 


Kk. F. Euphrat, president of the Richmond Sanitary Co., 
San Francisco, Calif., has left for an extended vacation in 


Honolulu. He is accompanied by his wife and mother. 


EK. F. Glore, for several vears connected with the Abram 
Cox Co., Philadelphia, in 
well known to the plumbing 
Mr 


executive capacities and very 


trade, has re- 


make his head- 


and heating 
signed from this concern. 


quarters in New York City. 


Glore will 


Brewster S. Beach, formerly in the publicity department 
of the American Radiator Company, has been appointed di 
rector of advertising and sales promotion for the Amer 
ican Gas Products Corporation, New York City. Before his 
with the Mr. 
Beach was several vears with the General Electric Com- 


connection American Radiator Company, 


pany and for some time in advertising agency work. 


John J. Hall, northwest manager for the Standard Sani- 
tary Manufacturing Co., Seattle, Wash., has returned from 


a trip to the Fast where he attended the conference of 
branch managers of the company. 
Thomas Moran, formerly with the Oakland, Calif., 


branch of the M. Stulsaft Co., 
with that firm and has accepted a position with the R. W. 
Kinney Co.'s branch in that city. 


has severed his connection 


J. R. Dulaney, of the Chamberlain Co., Pittsburgh, Pa., 
spent a few days in London, Ont., and Toronto, Ont., with 
his Canadian distributor. He made the trip by automobile, 


and Mrs. Dulaney accompanied him. 


W. (. DeBold, former secretary of the Master Plumbers’ 
Association of Kansas City, Mo., has been appointed field 
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| 


representative of the accounting department of the Na- | 


tional Trade Extension Bureau, Evansville, Ind. 


¢ ALEAR- 


Pressure Reducing Valves 


For®Regulating the Flow of 
Steam — Water — Air — Gas 

















No. 155 With Expanded Outlet 


For installation and roughing-in dimensions 
General Catalog No. 28. 


cricaco WES ALEAR AFG *CO)tinois 


See 








“AMERICAN” Improved 
Portable Pipe Vise Stands 


Our 
) Catalog 
mm 











Note shelf 
for tools 








American j 
Portable | 
Vise Stand | 


This Vise Stand has many useful features of 

which no other vise unbreakable 

malleable iron construction, easily detachable | 
t 


can boast 


legs, etc. 
Write for complete catalog of 
SERVICEABLE “American” Tools 














MERICA 


AMERICAN PIPE TOOL CO. 
\ Harrison St. and Kolmar Ave. Chicago, IIL. 
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C. A. Sawade, of the Continental Heater Corporation, 
Dunkirk, N. Y pent several days in Philadelphia this 


ek calling on 


Frank Austin, formerly manager of the Oakland, Calif., 


branch of the M. Stulsaft Co., has accepted a position with 
P. FE. O’Hair ( f San Francisco, Calif 
W. H. Driscoll, pr len the American Society of 
Heating and Ventilating Engineers, i to pear before the 
engineering students at the University of Kentucky, April 
l l nr I nt b ritie of the Lexington 
nstitution tate 


Dean F. Paul Anderson, professor at the University o 


Kentu y former head of th research laborator of the 


American Society of Heating and Ventilating Engineers 


rddre ed the New York Alumni Association of the above 
named university at its annual dinner and dance held 
at the Hotel Roosevelt, New York City, April 9 The Dean 
ilso planned to have the senior class in engineering at 


the University come to Buffalo, N. Y., to attend the April 
meeting of the Western New York Chapter of the Society 
501 Fifth 


J. L. Stulsaft, manufacturers’ representative, 


ivenue, New York City, has adopted a novel system of 
idvertising He has just sent out copies of the 1926 base 
ball schedule of home games for the New York Yankees 
and Giants and the Brooklyn Robins to his baseball fan 
friend 


H. A, Clauson, well known in Chicago plumbing circles 
because of his long connection with the business, has be 


come associated with Wolff Manufacturing Corporation, 


Chicago, and will cover city territory, calling on the 
trade, for this company Mr. Clauson was plumbing in 
pector of Evanston, IIL, for twelve years 

J. Shane Nichols, Ne York City manager of the Ruud 








ALTERNATE 
OPENING 


on request 


| ‘ 


ERING April 17, 1926 


NGINE 
Manufacturing Co., Pittsburgh, Pa., who has been mn 
fined to his home by illness for the past six weeks, i W 
back at his desk, fully recovered. 

H. B. Van Hook has been appointed representati n 
Alabama, Georgia and Florida for the American Gas | i 
ucts Corporation, until recently known as the A. H. Wolff 


Gas Radiator Co. George F. Stevens has been appointed 
ales representative for the New York City district MI 
Stevens has been connected for several years with Y 


Consolidated Gas Company, of Nw York City. 
Leon G,. Garwin has been transferred by Warren Webster 
& Co., of Camden, N. J., to Buffalo, N. Y 


act as resident engineer for that territory. Mr. Garwin 


where he will 


was formerly at the company’s main offices at Camden 
L. A. Fisk, New York City manager for the Chicago 

Faucet Company, has just returned from a visit to the 

company’s main office and factory in Chicago. 


George W. Dahm, of the Continental Heater Corporation 


Dunkirk, N. Y., was in Chicago last week to compete in 


National A. A. U. at 
the illinois Athletic Club. He represented the New York 


the swimming championships of the 


Athletic Club, and is present Metropolitan diving cham 
pion, a title which he also held in 1919, 20 and 21 

Pr. M. O'Connell has been appointed district sales repre 
sentative for the Hoffman Specialty Company, of New 
York City, 
the northwestern part of Idaho, and, in the Dominion of 
Canada, Vancouver, B. C., and Victoria, B. C. Mr. O’Con 
nell’s headquarters are at 5749 Thirty-first street, N. E 
Wash. 


O. E. Davis, of Scottsbluff, Nebr., 


covering the states of Washington, Oregon 


Seattle, 


will represent the Hoff 
man Specialty Company, of New York City, in Utah, Col 


orado, Wyoming, Nebraska and southern Idaho. 






HIS new special fitting—shown in black—simplifies 
the installations of the Type F Regulator. 


Type F Damper Regulator is always required to properly 
complete a Hot Water installation, just as a regulator is 
standard trimming on a steam boiler. 


— 


= METAPHRAM = 
DAMPER REGULATOR 


A sensitive but powerful device that makes a Hot Water plant more 
efficient, more satisfactory 


and more profitable. 


Metaphram is the trade name of the metal diaphrams which form the sensitiv« 
element in our regulators. 
bly”’ and may be lifted, as a unit, from the dry well in which they operate, should 
replacement be necessary. The well is placed in a 2-inch opening in boiler 
when available or installed in pipe line. 
installation in old work. 


These Metaphrams are separable, with ‘‘cage assem 


The new special fitting simplifies 


Specify Type F fitting when wanted. 
Order Type F Regulator and Type F fitting from your jobber or direct. Circu 


NATIONAL REGULATOR co. 


2301 KNOX AVENUE CHICAGO 
European Office: A. J. Assheton, 18 St. Thomas St., London, S.E.1, Eng. 
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April 1 


Tenn., 
left that city on April 6th 


Lee S. Masters, of Memphis, 
tive for The Republic 
La., 


factory representa- 
Brass Co., 
for New Orleans, were he spent several days on busi- 
né ; 

Glauber 


Arthur 


the 
and 


manager of 
Ohio, 
in Memphis, 


sales 


kK. S. Stebbins, Western 
Brass Manufacturing Co., Cleveland, 
schachtel of the same company, Tenn., 


on a business trip. 


were 


recently 


Charles E. Koch, 
spending considerable 


after 
time in 
Reading Iron Company's mills 
Reading, Pa., 
pointed sales representative 
that 
headquarters 


at has been ap 


in 
for 


eastern Pennsylvania 


His 


company. 


will be the general office of 

the company at Reading 
Peter Van Fleet, who has 

been connected with the gen 


eral offices of the Trenton Pot 





teries Co., Trenton, N. J., for 
several vears, will join the New 
York City sales force of that 
company on Monday, = April 
19 Mr. Van Fleet has for the 
past few weeks been at the 


Philadelphia offices of the 


New Trade Literature 


Grinnell Company's Catalog 


company. 


Grinnell Company, Inc., of Chicago, has just issued its 
catalog J for 1926. This catalog consists of 929 pages 
printed on highly glazed paper, and bound in blue cloth 
cover, listing pipe, fittings, flanges, socket fittings, hangers, 
expansion joints, fire protection specialties, valves, steam 
specialties, lubricating devices, pumps and accessories, 


diagrams and cross section 
the 
various plants, foundries and pipe shops, as well as a state- 
at the the 
The section of miscellaneous data includes tables 

of 
steel pipe used as col- 


tools, etc. Many illustrations, 


drawings are included. Thirteen views of company’s 


ment of terms of sale are given beginning of 


volume 
of dimensions, capacity and weight standard wrought 
iron and steel pipe, 
of many 
An alphabetical index and a figure 


aid in making information readily available. 


safe loads for 


umns, expansion steam pipes, and other useful 


tables. number index 


Interesting Articles 
The March number of the Mueller Record, published 
by the Mueller Co., of Decatur, Ill., contains a reprint of 
Adolph Mueller’s article entitled “The World’s Water 
Supply,’’ which appeared recently in ‘‘Domestic Engineer- 
ing,”’ also an article on ‘Sailing on Southern Seas,” de- 
scriptive of the pleasures of a trip through the West 


Indies. The new athletic club house for Mueller Co. em- 
ployes is also the subject of an article. 
Blake Specialty Company's Catalog 
Blake Speciality Company, of Rock Island, IIl., has just 


issued its architects’ catalog, listing safety waste drains, oil 


and sand traps, adjustable wall backings, and wall hung 


closet fittings. The catalog is designed for the specifica- 


tlon room of the architect, 


illustrations, 


and contains general descrip- 
tions, diagrams and tables of sizes and dimen 


sions of the various articles listed. 
Gorton Heating Equipment 
Gorton & Lidgerwood Co., of New York City, has issued 
Its Catalog No. 92 on the subject of heating equipment. 
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From 
SAN-EQUIP 
Septic Tanks ~., 


Insure simple, safe sewage disposal for 
suburban homes, schools, camps. 
Designed to meet every requirement of 


the U. S. Public Health 


Service. 


Ask your jobber 





CHEMICAL TOILET CORP. 
928 Free St., Syracuse, N.Y. i 











NATIONAL 


THE CONSUMER'S GUARANTEE OF QUALITY 





NIFORM, Strong, Ductile; Sound in wall and 

weld. A durable, dependable material for 

every wrought tubular requirement of the plumbing 

and heating contractor. Made by an organization 

with nearly sixty years’ manufacturing experience 

and under the supervision of a corps of technical 
and mechanical experts. 


NATIONAL TUBE COMPANY 


Frick Building Pittsburgh, Pa. 








This Plate is a big favorite 
It goes on easily, looks well and it lasts indefinitely. 
Besides that, the price is low. 
Why shouldn’t it be a best seller? 








The Beaton ¢ Corbin Mfg. Co. 














¥ 
EAGLE SOLDERS 


AGLE Solders are scientifically produced to meet 

the special requirements of every industry. Their ac- 
curacy reduces initial costs and increases production. 
They are furnished in bar, wire, tape, triangular, capping 
or drop forms—made of virgin metals—each bar stamped 
with the Eagle Trademark and numbered stars. Insist 
upon Eagle * Solders. 
The EAGLE-PICHER LEAD COMPANY 

Chicago + Joplin + Cincinnati 
Producers of lead and allied products 

all 


Branches in 





Eleven Plants principal cities 








9% DOMESTIC 
This cata ’ ts of eighty-three page ind gives de 
tailed information about the company ngle pipe vapor 

ting te and quarter turn packing lock valves 
Numerou heatil lavouts are given The twenty-page 

tion on it cellaneou data contain tluable heating 
, , jee] dd nd sl ld pre ilue for refer 
nee 
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a generai 


Work 


Standard Sanitary mpany of 


ra., i 
the 


rhe 
Pitt 


Ho Hoo in 


power plant costing 


Preble 


installing 


sburgh 


on ivenue, 


Standard 


\llegheny 


Philadelphia Plumbing 
eld at Box 
New Yo 
the 


The third annual banquet of the 


gue was h 


the 


and Steam Supply Bowling thby’s 


Monday 


league ci 


evening A d from rk bowl 


ing me over and helped make occasion an 


E} 
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Haines, . 
the Ph 


_ one 


prize in 


ell Lead Con 


The Colw 


creased it 


capital stock 


American Sanitary Com] 


subsidiary company at 


olved and taken over by 


remain the same 
pr. 2. T. 


tary-treasurer, 


officers 
President, 
ecre B. ( 
Re 


retired from business an 


Corbett, Failing & 


The wholesale hardware 
new company, Failing, | 
ile plumbing and stear 
ver by M. L. Kline, fort 
The American Radiat 
{ i h ! hee i ” ed }? 
601-603 Hartre Building 
The general offices 
Company, of Chicago, ar 
the K. M. ¢ suilding 
Twelfth street 
the company who will o 


use onl Model bathroc 


room 


build 
lock Coil Pipe Company, 


rwo more large 


ix months. 





April 6 
Jones & Cadbury Compan in 
iladelphia league 
ipany, of New York City in 
from $300,000 to $900,006 The 
yany, which was establishes 
Elizabethport, N. J., has been dis 
the Colwell Lead Compan The 
as heretofore, asd are as fo! 
Duryea; vice-president, S. R. Bush 


). Tilden. 
1906 
ybertson, of Portland, Ore 
d will be succeeded by two firms 


bus 


iness will be taken over by a 


faines & McCalman The whol 
nfitting business has been taken 
nerly of Gauld & Kline Company 
10 
r Company's branch office at / 
the Farmers’ Bank Buildir 
uae 
of the Kellogg-Mackay-Cameror 
e being moved to new quarters in 
corner of Michigan avenue and 


This building was recently purchased by 


it for offices and showroom 


ms will be fitted up in the show 


ceupy 


1906 
ings will be erected by the Whit 
Kklmwood, Conn., within the next 


PITTSBURGH ENGINEERING CO. 


MANUFACTURERS OF 


We manufacture a full line of Cast 
Iron Screwed and Flanged Fittings, 
Flanges and Flange Unions for 
Steam, Gas, Water and Oil — Stand- 
ard and Extra Heavy. 


PITTSBURGH. ENGINEERING CO. 
Main Office and Works 
JEANNETTE, PA. 




















WITH MASTER PLUMBERS AND 


HEATING CONTRACTORS 








APPOINTS SECRETARY OF PUBLIC 
RELATIONS 
Action taken to 
and ventilation to the public in general and to the engi 
benefit 


A. S. H. V. E. 


has been bring the story of heating 


neering profession in particular, so that they may 
to a greater degree from the achievements of the heating 
particularly from the re 
Heating 


ventilating industry and 
earch work the American 
Ventilating Engineers. 

The National Council has inaugurated a Department of 
Publie of 
P. KE. Fansler effective 
March 15. 
a study of and interpret 
involved in the heating and ventilation of buildings with 


and 


of Society of and 


announced the appointment 
of 
As secretary of Publie 
the basic engineering principles 


Relations and has 


as secretary this department, 


Relations he will make 


special attention to the scientific investigations conducted 
at the Society's Research Laboratory with a view of mak- 
useful to the 


ing the accumulated data available in form 


profession and interesting to the public. 


Mr. Fansler is associate editor of the ‘Heating and 
Ventilating Magazine’’ and is temporarily on detached 
service, Since entering this field he has made an in 


tensive study of heating and ventilation and has contrib- 
uted a number of important articles 
particularly on oil and gas heating. He is a graduate of 
Purdue University, class of 1901 with a degree of B.S. in 


on these subjects 


Klectrical Engineering and two years later received the 
highest professional degree conferred by the University, 
that of Electrical Engineer. 

At the St. Louis Exposition, Mr. Fansler was assistant 
to the Chief of Electricity and at 
J. G. White & 
manager of the Engineering Department, where for three 
years in addition to executive duties he directed country 
wide publicity work done in the interest of this company 
Following this, for two years he was a consulting publicity 
engineer having prepared for this work by several years 
of newspaper reportorial work and technical writing as 


its conclusion became 


associated with Co. as assistant business 


special correspondent for “The Electrician’? of London 
and “L’Blectricien’” of Paris as well as writing many 


articles for American technical magazines. 


MAKE PLANS FOR WASHINGTON CONVENTION 

Master plumbers of the Washington State Association 
met at the Hotel Monticello, Wash., March 
28th, to discuss plans for the coming annual convention 
which held in that city May 7th and 8th. The 
meeting was presided over by President J. W. Ashwell, 
of Seattle. Others who attended were Vice-President Roy 


Longview, 


is to be 


E. Thompson, Tacoma; Secretary B. M. Richards, of 
Everett; J. N. Ballinger, Seattle; M. Leitzen, Kelso; J. 
Frank Scott; S. A. Hendriz; M. O. Cameron, and F. L. 


Plant, of Longview. The meeting was in the nature of a 
u00n day luncheon. 

The Longview Association will soon announce through 
't8 committee further plans for the program and enter- 
President Ashwell said that he was 


tainment features. 


97 


very much pleased with the progr of arrangements 
thus far, and that he looked for one of the best annual 
convention that the association members have” ever 


enjoyed 


JOHNSTOWN ASSOCIATION ELECTS NEW OFFBTCERS 


The Master Plumbers’ Association of Johnstown, Pa 
elected its officers at its regular monthly meeting, March 
15 Maurice Ward is the newly-elected president, and he 
will be ably assisted in his work by Curt Stanton, vice 
president, Milford J. Miles ecretary, and W. H. Paul 
treasurer, all of whom were clected at the same meeting 
The new executive committee composed of James Kim 
mel, R. W. Beck, J. J. MeCann and John Richard R 
W. Beck and J. J. MeCann were elected as delegate to 
the state convention, with John Flinn and John Richard 
as alternates 

sowser & Griffith were elected to membership in the 
association, and after a regular’ busine meeting, the 
entertainment committee served a light luncheon 

CHICAGO SOUTH CENTRAL SANITARY CLUB 
INSTALLS NEW OFFICERS 
The spirit of youth per 
vaded the annual installation 
of officers of the South Cen 


tral Sanitary Club of Chicago 


Not the youth of the individ 
ual members, but the evanes 
cent youth of the association 
itself, and the enthusiastic 
spirit of good fellowship which 
is so characteristic of this 
club. The club, which is only 


six years old, has shown rapid 


growth from its incipiency, 
is far 
establi 
of 
plumbers in the neighborhood 
of Although 


the characterized 


more 
hed 
the 


and, what impor 


tant, has a verit 


able fraternity master 





Feldkamp 


George its operations 


club is as 
being of a social nature entirely, the members are always 


on hand to give business aid and advice to any other that 


needs it, and smiles play the most important parts in the 
success of this association 

At the meeting which was held in the club’s parlors at 
Thirty-fifth street and Cottage Grove avenue, Chicago, 
Tuesday evening, April 6, new officers were elected for 
the ensuing year, and were installed by Joseph W. Cannon, 
president of the Plumbing Contractors’ Association of Chi 
cago. George J. Feldkamp was elected president by a 
unanimous vote sy another unanimous vote Walter Shaw 


was elected vice-president, and Walter Compton, secretary 


and treasurer. 
Among the guests of the club were William F. Hildeman, 


president of the Illinois Master Plumbers’ Association, 





OR DOMESTIC I 
( D. Browne of Champaign, who is in charge of the 
research work of the state association, Joseph W. Cannon, 
president of the Plumbing Contractor Association of 
Chicag ind past president of the National Association ot 
Master Plumber John Delehant, president of the South 
Side niia! ( b Jame Copeland, retired master 
plumber, and Peter M. Munn ecretary of the Plumbing 
Contractor Association of Chicago All in all there were 
ihout thirty-five members and guests present 

After a delightful dinner, punctuated by frequent out 
bursts of cordial joviality, William S. Eadie took charge 
as toastmaster and asked Mr. Cannon to install the officers 
After this part of the ceremony was over, Mr. Cannon 
gave a short talk on the necessity of master plumbers 
co-operating on the amount of wages to be paid to journey 
men Charles Watson then presented a set of golf clubs 
to Charles D. Harri retiring president of the association, 


on behalf of the club in appreciation of his untiring efforts 
to put the South Central Sanitary Club in the enviable 
position which it holds today. William F. Hildeman, state 
president, expressed his pleasure in being able to attend 
the dinner, and requested the co-operation of the club 
in state assoviation matter ( D. Brownell, of Cham 
paign, told of the research work being done by the state 
association at the University of Illinoi John Delehant, 


president of the South Side Sanitary Club of Chicago, ap 
plauded the work of the club, and invited its members to 
the dance to be heid by his association M. L. Mandable, 
a master plumber of the old school, gave a short talk 
on the history of the national and state associations, and 


doing on the writing of a history of 
Peter M. Munn 
of appreciation for the club 

After the talk Pre 


His first 


told of the work he is 


the plumbing busines said a few words 


ident Feldkamp appointed his com 
Walter the 
charge of all 


mittees was ft Shaw 


step ») appoint 


new vice-president, as chairman in 


commit- 
tees Then the following 
Charles D 


grievance: J. H 


.olumittees were appointed 
Charles Watson and 
Mullen, J. W 


Brettner, Louis Straus 


Inter-Association 
William S. Fadi« 
and (. J. Taffe 


Moect 


Harris, 
surns 
unshine: John S 

Frank 
William 


and Louis Sam Herman, 


A. Dean 


entertainment 


and John B. Anderson; refreshment 


S. Eadie, Harry M. Levy and A. FE. Weinberg; membership 
G. A. Larson and B. C. Klein; convention Charles A 
Dreier, Charles W. Alcock and Charles D. Harris; business 
methods: John Polson and Nicholas Keller; ladies auxil 
iary Charles Watson and Robert H. Smith The next 


meeting of the club will be held Tuesday, May 4 
ILLINOIS ZONE MEETING HELD AT WHEATON 
The Fox River Valley Zone of the Illinois Master Plumb- 
eld a Wheaton, IIl., 


thirty present, 


ers’ Association meeting at 
April 6 About 
cussion of the licensing law 

William F. 


was 


zone 


members were and a dis 
was held 

Hildeman, president of the state association, 
tax. C. D. 
words to say, after which 
the 


present and gave a short Brownell, of 


also had a few 
Ruddy, of 


Champaign, II1., 


Clarence Aurora, addressed meeting on 


publicity. 


MANY UNION CITY MASTER PLUMBERS PLAN TO 
ATTEND CONVENTION 

that the 
J., had been printed and is now in effect was made 


Announcement Union 
City, N 
at the April 5 meeting of the Master Plumbers’ Association, 
Inc., of North Hudson, N. J. 
ness the making 
for attending the state convention at Camden, N. J., 
in May. 


new plumbing code for 


The major part of the busi 


session at meeting was taken up with 


plans 


B. Schmitter, vice-president and chairman of the 
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April 17 <0 


entertainment committee, is forming a ‘“‘Camden ( 


the members of which will subscribe to a fund, this nd 


to be used to pay all expenses, except incidentals, 


participants At the next meeting of the Associatio 

be held Monday evening, April 19, the A. M. Byer 
Pittsburgh, Pa., will have a representative present 

will show a film covering the manufacture of wrought I 
pipe 


DUVAL COUNTY ASSOCIATION ELECTS OFFICERS 


and Heating Dealers’ Association of 
elected Charles Koegel, of South Ja 

onville, as its the 
At the same election William R. Taylor, of Jack 
was elected vice-president, and Robert Engstrom 
succeeded The 
ing a special effort to go to the state convention at Miami 


May 3 and 4, 


The Plumbing 


Duval County, Fla., 


new president at recent election of 


ofticers 
onville 


himself as secretary. association is mak 


with a large and enthusiastic delegation 


COMMISSIONERS MEET IN FLORIDA TO ENFORCE 


PLUMBING CODE 


The Florida State Hotel Commissioners met in Jack 
sonville March 16 to appoint a committee to meet a like 
committee of the State Plumbing Commissioners. This 


meeting is for the purpose of conferring on the new State 


Plumbing Code. The co-operation of these two organiza 
tions will give the state a comprehensive control over all 
plumbing installations, as the Hote! Commissioners inspect 
the plumbing in cities not governed by the Plumbing 
Commissioners. 

On the recommendation of John Bronzonie, state plumb 
Florida, Carter, hotel 
missioner, has appointed three new men to become hotel 
They are: C. O. Langston, deputy state 


Neff and B. Catchings. 


ing inspector of Jerry state com 


commissioners, 
plumbing inspector, C. W 
FLORIDA PLUMBING COMMISSIONERS KEPT BUSY 
LICENSING MASTER PLUMBERS 

The Board of Pluinbing Commissioners of the State of 
Florida has found that changes must be made in the rules 
licenses. At the 
165 


licenses were present, 100 more than was expected. 


plumbers’ 
the 


for examinations for master 


board, aspirants for 
Rules 


been made which make it requisite to file appli 


last monthly meeting of 
have since 
one month before the meeting 
Now 


building is 


cation for a license at least 
of the board at which the examination takes place. 
“the lifted -in Florida, 
more taking a spurt, and the large number of appli- 
attributed to this 


freight embargo is 


that 
once 


cants for master plumbers’ licenses is 


new building. 
TRENTON M. P. A. NOMINATES OFFICERS 
At the March 31st meeting of the Master Plumbers’ 


Association of Trenton, N. J., the following nomination 
for officers for the year 1926 were made: President, John 
Cc. B. William 
second Pinto; treasurer, Harry 
Mickels; Walter 
Delegates to the state and national conventions 
Frank 
Yara Yago 


Wouters; first vice-president, Burroughs; 


John A. 
John 


vice-president, 
sergeant-at-arms, trustee, 


W. Smith. 


Greiner; 


who were nominated included George W. Feaster, 
Fell, William G. Royer, Walter W. Smith, 
John J Hornketh, Clifford Jeffries, J 
Ben Horsfall, Harry Greiner, Harry Jammer, J. M. Heid 
weiler, John Edelman, Thomas E. Tootell, Thomas J. Ker 
Fred L. Nitz. Election will be held on the next 


night. 


Eldracher, George 


wick and 
meeting 


Lee Bros., Sanford, Fla., have been awarded the heating 


and plumbing contract on a $196,000 school building 
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VW omen’s Auxiliaries 


Worcester Women's Auxiliary Elects Officers 
fourth annual meeting of the Women’s Auxiliary of 
was held re 


tl Voreester Master Plumbers’ Association 


cently in the Levana Club rooms, Worcester, Mass The 
| business of this meeting was the election of officers. | 

I officers for the coming year are President, Mrs. Rose 

\. Loan; vice-president, Mrs. Tillie Grunditz; secretary, 


Mrs. Winifred M. Kane; treasurer, Mrs. Albertina Ostberg; 


ird of directors, Mrs. Mildred MacDonald; chairman, 
Mrs. Emma Holmes, Mrs. Florence Tucker, Mrs. Alice 
Rooney and Mrs. Hildred Hickey. Plans for the summer 


ison were discussed at this meeting. At the April meet 
ing whist will be played and refreshments will be served 
Greetings will be extended to a number of members who 
have been spending the winter in Florida. 

Pittsburgh Auxiliary Holds Annual Meeting 

The annual election of officers of the Auxiliary 
of the Master held 
at the March meeting, and officers were elected as follows 
Mrs. W. A. Fritsch; W. J 
Mrs. S. S corresponding 


Ladies’ 


Pittsburgh Plumbers’ Association was 
vice-president, Mrs 
White, 


The meeting was preceded by 


President, 
secretary, and 


J. H. Keane 


Elkins; 
secretary, Mrs. 
i luncheon in the Congress of Clubs. The past year, under 
the Mrs. E 


most successful one for the auxiliary. 


leadership of Cuss, retiring president, was a 
Membership was in 
creased and many interesting meetings held 
Buffalo Auxiliary Holds Card Party 
The Women’s Auxiliary of the Master Plumbers’ 
ciation, of Buffalo, N. Y., 
party and social Tuesday afternoon, April 6th, in its rooms 
After a 


luncheon was served, followed by card-playing 


Asso 
entertained its members at a card 
business meeting 


at 304 Jackson building. short 





Many Indiana ladies were attracted to Lafayette by the recent 
convention of the Indiana Society of Sanitary Engineers and 
the Ladies’ Auxiliary.; Reading left to right: Mrs. Roy Duncan 
and Mrs. Victor Larson, of Lafayette, Mrs. Harry Grant, of 
Evansville, and Miss Clara Orth, of Lafayette 


Kansas City, Kans., Auxiliary Celebrates First Anniversary 
The Ladies’ Auxiliary of the Master Plumbers’ Associa- 
Kans., 
luncheon 


recently celebrated its first 
at the Gould Hotel. A 
large number of visitors was present, having been attracted 


tion, of Kansas City, 
anniversary at a given 
by the state convention of the Master Plumbers’ Associa- 
Mrs. W. LL. Jost, president of the auxiliary, welcomed 
Mrs. E. D. Hornbrook, of the 
auxiliary, presented the with a 
bouquet of sweet peas in honor of the occasion. Miss Mar- 
jorie readings and Miss Pauline 
Addresses were delivered 


tion 


the guests, and president 


national Kansas ladies 


Simmons gave several 


Longenecker several flute solos. 


by Mrs. E. D. Hornbrook, Mrs. F. Hacker and Mrs. W. H. 
Cowger, national officers. 
On Tuesday afternoon Mrs. Stanley Richardson was 


hostess to the auxiliary and 


The high school dramatic club presented two little plays, 


visiting ladies at her home. 
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Improved 


Badger Waste 


—~ Lever Operated 
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SEVERAL PATENTS PENDING 


No Panel Required 
Will Not Catch Lint or Sediment 
Cannot Get Out of Order 
Works Like a Pop-Up 
No Stopper Concealed in Wall 


Will Empty Tub in Less Than 
Three Minutes 


Milwaukee Flush Valve Co. 


Milwaukee, Wis. 
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“‘KRIEBEL”’ 
VACUUM RADIATOR 
AIR VALVE 

Lets the air out 
FREELY 
Keeps it OUT 
It’s Good, Try It! 
H. K. KRIEBEL 
253 E. Upsal St. 


Philadelphia, 
Pat. Pend. 


INSURANCE 


AGAINST FLOODED BASEMENTS 


PEPER ERE EEE EEF 








Pa. 





Where the Signet Drain is installed there can 
be no back water 

A perfectly reliable trap that automatically 
keeps out sewage, gas and germs. 





Details Kansas City, Mo. 


* 

* 

* 

* 

* 

+ * 
# Always works. & 
* Nothing to get out & 
- of order. Brass & 
* working parts sub- # 
* merged * 
* * 
* The Signet is clean, & 
+ sanitary, simple, dur * 
* able and efficient * 
* 

3% Pat. Dec. 3, 1914 = 
+ Crampton-Farley * 
. . 

= Write for Brass Co. - 
* * 
* * 
. . 
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No Roof Is 
Superior to- 
Its Flange— 
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‘ 
Therefore, some PLUMBER is 
the father of every leaky roof. ‘ 
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The Bullard Roof Flange 


is acknowledged as the only PERFECT FLANGE by 
busy men who have made satisfying installations. 


THE BULLARD SPECIALTY CO. - Tiffin, Ohio 
SCOOCOSSOOOSOSSOSOOHSOSOSOOOOOOOHOOOOOS 








“Red Brass Fitting Line” 
Round or Flat Bead 
All Styles 


the Phoenix Brass F 
€ guede B Fitt 


Phoenix Brass Foundry 
Irvingtor N.J 
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“The Time-Table”’ and a one-word play, which were h 
enjoyed by all present. 


morning the guests were taken on an 
boulevards of Kansas 


Wednesday 
mobile drive over the beautiful 


Kans., and Kansas City, Mo. In the afternoon Mrs. } ) 
Hornbrook, national president, entertained with a t it 
her home in Kansas City, Mo. On this occasion readings 
by Mrs. Hornbrook and Mrs. Lela Ward Gaston wer: 


joyed by the guests. At the luncheon at which Mrs 


liam Ball was in charge toasts were given by member f 
the auxiliary on the following subjects “Our National 


Association of Master Plumbers, Our State Association, Our 
Local Association, The Women's Auxiliary, The Flag 

Kansas Auxiliary, The Natio: 
Trade The Trade Pr: 


Our National Scholarship, Our Homes, Our Children, Our 


City, Kans Women's 


Extension Bureau, Our Advocate 


Citizenship. Our Church, Our School, Our State and Cit 


Our Government, Our Aspirations.” 
Activities of Newly-Organized Orlando Auxiliary 
One of the newcomers into the field of Women’s Aux 
iliaries is the newly organized Women’s Auxiliary of the 
Master Plumbers’ and Heating Dealers’ Association of Or 


lando, Fla. This organization holds two meetings a month 
on the second Thursday evening each month and on 
the The evening 
is he!d in a private dining room at the Ange Built 


and the 


one 
meeting 
Hotel 
a dinner with the master plumbers 


on 


fourth Thursday afternoon. 


is in form of 


MID-WEST SANITARY CLUB OF CHICAGO FROLICS 


AND DANCES 
The annual frolic and dance of the Mid-West Sanitary 
Club of Chicago attracted most of the people connected 
with the plumbing business in Chicago. The big party 
was held in the Gold Room of the Hotel La Salle, Satur 
day night, April 10, and, large as the room is, it was 


filled to overflowing with plumbers, their wives and fami 
many supply houses. All 
the clubs in the city were represented by some of their 
and the Mid-West crowd had a 
which was as full of fun as the room 
Dancing was the main attraction, but 
almost every dance was interspersed with high grade en 


and representatives from 


lies, 


cfficers and members 


program arranged 


was full of people. 


tertainment, provided by well known vaudeville stars. 

At one side of the room was a long table, well supplied 
with and many favors 
passed out as souvenirs. Every lady was given a powder 
the had of cigarettes and 
There was fun aplenty and it was well planned and con 


punch and refreshments, were 


and men plenty cigars 


CASE 


ducted 
H 


These 


an energetic committee, consisting of Thomas 
Bullinger and Paul 
by Mrs. Litvin, Mrs. Bul 
Mrs. Bertha Zajicek. An 
rsen had his accustomed position at the door 
pitched helped the 


by 


Litvin, chairman, Leo Grosse 


men were ably assisted 


Mrs. Sadie Sievert and 


Pet 
the 


linger, 
drew G 
And all 
mittee 


members in and com 


list of 


among 


that a 
prominent pages of space, but 
the of C. D. Harris, second 
vice-president of the Illinois Master Plumbers’ Association 
Jos. W 
of the Plumbing Contractors’ Association of Chicago, both 


large crowd there 
fill 


were 


There was such a 


people would 


well known faces those 


Cannon, a past national president and president 


of whom had their wives with them, Mr. and Mrs. Wm 
E. Bahn, Mr. and Mrs. M. J. Kuhnlein and Mr. and Mr 
Geo. Matthews, all officials of the North and Northwest 
Master Plumbers’ Pleasure Club, which had a big part 
the evening before. 
Officers of the Mid-West Sanitary Club are Wm 

Sievert, president; Edw. C. Oakes, vice-president; W! 
A. Bunge, secretary; Wm. P. Arnold, treasurer; B. ! 


Rohter, executive secretary. 
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New Business “Ventures 


» Alabama Plumbing & Heating Co., of Birmingham, 


A] has been incorporated by W. E. Shirley and George 


W. Grey. 


he Domestic Heating Co., Washington, D. C., has been | 


rporated with a capital of $25,000 by P. M. Anderson 


al others. 

he Tufts Plumbing & Heating Co. has been incor- 
porated with a capital of $10,000. C. Tufts, 613 South | 
\loxander street, New Orleans, La., is at the head of this 


mpany. 
Memphis, 
$10,000. 


rhe Jackson-Lyles Plumbing & Heating Co., 


has been incorporated with a capital of 


Jackson is president of this company. 


Tenn., 
Pe 
The Salisbury Plumbing Co. has recently started busi 
T. G. Arthurs and R. K. Cohen are 
the proprietors of the new company. 
M. L. Simmons 
715% Oak 


ness in Salisbury, N. C. 


recently opened a plumbing shop at 


street, Thomasville, Ga. 


M. C. Bigham, of Gatesville, Texas, has recently opened 


a plumbing shop in Killeen, Texas. 


Alt & Manthey have opened a plumbing shop at 325 
North Mitchell street, Cadillac, Mich. The firm is com- 


posed of Howard Alt and Frank Manthey, both well known 
plumbers in that city. 

Thompson, who was engaged in the plumbing 
for fifteen years in Bismarck, N. Dak., de- 


cided to reenter the business after having been ill for the 


Harry 
business has 
last two 

The ¥. C. 
cago, has recently 
$10,000 to engage in the steam and hot water heating busi- 
The Fred Black, L. Whitney 


Dundore and George Martin. 


years. 
Black Co., 28 North Desplaines street, Chi- 


been incorporated with a capital of 


ness, incorporators were 











At the annual convention of the Kansas State Association of | 
Master Plumbers held recently at Kansas City, Kans.—Top 


Maxfield of the Wolverine Brass Works and 
Kans.—Middle picture: William 
Fairchild of Hia- 


Picture: C. B. 
W. H, Mallory of Chanute, 
Kraemer of Marysville, Kans., and H. A. 
watha, Kans.—Bottom picture: 


Wichita, Kans, 


Mr. and Mrs, C. C, Bryant of | 
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Standardize! 


If it’s quality you're looking for, you can 
standardize on Enterprise goods. 

If it’s low price; if it’s dependability you can’t 
do better than to standardize on Enterprise 
Write for our catalog “B’’, which shows our 
complete line of Basin, Sink and Bath Cocks. 


Your jobber can furnish you Enterprise Brass Goods 


ENTERPRISE BRASS WORKS 
MUSKEGON MICHIGAN 

















is the basis upon which TRENTON Boiler 
Couplings have established their reputation. 
You KNOW that they will make good wher- 


ever they are used. There is a type and size 
for every kind of boiler installation, including 
the famous ‘“Tren-red,”’ a red brass coupling 
of heavy pattern which is recommended for 
all important jobs. 


THE TRENTON BRASS 
& MACHINE COMPANY 


TRENTON - - NEW JERSEY 
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i, A Remarkable Instance ¥* 


of High Pressure 
Hot Water Supplying 


Poe 









see ee eee 


























- 
A, One of the Schrafft’s Luncheon places in Brooklyn, at their noonday 

» peak, required 2,000 gallons of water at a temperature of 172 degrees. a 
ss A Burnham W-27-10 Sectional High Pressure Water Supply Boiler . 
was connected to an 1,100 gallon tank. rf 

e . , ; e 
= In actual use it was found that their peak requirement was greatly 
as in excess of 1,100 gallons. ee 

= So much so, in fact, that it meant the boiler was called on to render os 
Ps practically an instantaneous supply. . 
Ps This it did with but a two degree lower temperature. a | 
7. \ second tank is to be installed, giving a storage capacity which will . 
. fully take care of the extra peak load at the desired 172 degrees. 

* ‘Aout * 
a We shall be glad to send you further facts about this High Pressure 

Water Supply Burnham. 

& 
is 






IRVINGTON, NEW YORK 
New York Office: 30 East 42nd St. 
Canadian Offices: 


Representatives in Harbor Comm. Bldg., Toronto 
all Principal Cities 124 Stanley St., Montreal, , 


_— Seen & | 
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Wade 
Water 
Cooled 
Grease 
Trap 


The feature of this important fitting, is 
the design which provides for cold water 
at all times surrounding the entire body 
and center partition of the trap. A con- 
nection to the city water pressure is made 
so that the fresh water supply runs 
through the trap — thus, every time wa- 
ter is drawn at the kitchen sink, a fresh 
supply of cold water enters the jacket. 
The waste water in the trap is, therefore, 
kept constantly chilled, and all entering 
grease is immediately congealed and floats 
to the top, where it can be removed 
through the cleanout. 










B-Fig. 27 






is equipped with two spiral 
coils of pure copper which 
have been tested to 225 Ibs. 
pressure and are arranged 
to present the greatest 
heat-absorbing surface 
possible. The bottom of the e 
coil is low enough to allow 
the heat to strike it direct- 
ly, yet high enough to en- 
sure perfect combustion. 














Just one reason why the 
OHIO No. 25 “‘heats more 
water with less gas.” Let 
us tell you about the others. 







The OHIO 
HEATER. (CO. 


391 Dennison AV 
CoLuMBuUS 









Our complete catalog will be 
mailed free on request 









Wade Iron Sanitary Mfg. Co. 


551-53 Fulton Street Chicago, Ill. 


















Mention Domestic ENGINEERING when writing advertisers. 
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This &° That, Here &? T here 


The heating contract for the new Junior High School in | 
Quivcy, Mass., has been awarded to The Stone-Underhill 
Co soston, Mass. 

Mass., has been 


e James S. Cassidy Co., Cambridge, 


awarded the plumbing contract, and The Isaac Coffin Co., 
Boston, Mass., the heating contract on the new Parmenter 
School in Arlington, Mass. Charles G. Loring, 7 Water 
street, Boston, is the architect. 

\ppleton & Stearns, architects of Boston, Mass., are 
drawing plans for a new school to be erected by the 
city of Taunton, Mass. 

he heating contract on the new Y. M. C. A. building 


at Portland, Me., has been awarded to Willey & Calhoun of 
that city. Scribner & Iverson of Portland were awarded 
the plumbing contract on this building. 

The J. J. Hurley Co., Boston, Mass., has recently 
awarded the heating contract on the new St. Catherine 
Parochial School at Somerville, Mass. John M. Gray and 
J. Hefferman, 169 High street, Boston, are the architects. 

The R. T. Withers & Sons Co., Newcastle, Pa., was re- 
cently awarded the plumbing contract on the new Garfield 
school in Middletown, Ohio, on a bid of $12,500. A bid 
of $15,990 won the contract for the heating and ventilating 
for the Columbus Heating & Ventilating Co. 

Ek. M. Pripps, Gary, Ind., has taken out a permit to in- 
stall the plumbing and heating systems in the new Lake 
Hotel under construction in that city. It was the lar- 
gest plumbing and heating permit ever issued in that city. 


been 


B. Grunwald, of Omaha, Nebr., was recently awarded 
the plumbing, heating and ventilating contract on the 
new Walnut Hill School to be erected on Hamilton street 
between Forty-fourth and Forty-fifth streets in that city. 
The bid amounted to $31,518. 


James Conroy, of St. Paul, Minn., was low bidder on 
the plumbing and heating installations to be made in an 
addition to the school at Blair, Wis. The new structure 
will be two stories. 


J. J. Phelan, Chippewa Falls, Wis., was low bidder on 
the plumbing system for the first unit of the Senior High 
school which is to be built at Black River Falls, Wis., 
with a bid of $5,260. The Industrial Heating & Engi- 
neering Co., Milwaukee, with bids of $18,312 on the new 
building and $28,533 on both buildings was low on the 
contract for the steam heating system. 


D. Stern Plumbing Co., of Milwaukee, Wis., has been 
awarded the plumbing contract on the warehouse being 
erected on Park street near Muskego avenue, Milwaukee. 


Central Plumbing & Heating Co., of Wausau, Wis., has 
been awarded the heating and plumbing contracts on the 
store and office building being erected at Fourth and 
Washington streets in that city. 


The board of education at Oshkosh, Wis., has awarded 
the heating contract on the vocational school and recrea- 
tional building being erected in that city to the Paul E. 
Mueller Co. of Milwaukee. This is one of the biggest jobs 
now under construction in Wisconsin. 

Alfred W. Purnell, 306 Wickenden street, Providence, 
R. 1., has been awarded the plumbing contract on the new 
building for J. A. & R. A. Conway at 134 Whitford avenue 
in that city. 

Zarlenga Bros., 587 Charles street, Providence, R. I., 
has been awarded the plumbing contract on the new 
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CLIP-BAR 


Radiator Brackets 


—for all styles, heights and makes 
of radiation. They save you time 
and labor. Ample horizontal and 
vertical adjustment to accommodate 
any type of radiator. Invisible after 
installation. Made of wrought steel. 


CLIP-BAR MFG. CO, 


Erie Ave. and Richmond St. 
PHILADELPHIA, PA. 
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building at 143 Valley street, for John Giusti. 





Air-Tight Steel Tank Co. 


PITTSBURGH, PA. 


TANKS 





ressure gas and air storago—Pneumatic 
and oi! storage—Oil burning equip- 

ent—Open top—_ Welded. ATSCO Genuine Copper Brazed 
tonke for high pressure—the tightest, safest, strongest tank it is 
possible to construct by any known process. A.S.M.E.code tanks. 


TANKS FOR: co > Smog 
=a systems—G: 











RAYMOND’S 
Lead Roof Flanges 


are not CAST—but made 
from DRAWN LEAD 


No Calking Necessary 


When ordering state SIZE 
and PITCH desired 


PRICES NO HIGHER than asked for IMITATIONS 
Use No Other 


RAYMOND LEAD WORKS 
738 So. Washtenaw Ave. CHICAGO, ILL. 














4” Extra Heavy 
40 oz. Brass Ferrule 





Take advantage of our present pro- 
duction price on this ferrule. 





The Reading Brass Line—a com- 
plete line of plumbers brass goods. 
See our catalogue. 








Reading Brass Works, Inc. 
Reading - - - 


Penna. 











Over Forty Years Making Brass Castings 
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A Proven Product 
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No. 66 Ball Cock 


Over half a million in daily use, with sales 
ever increasing are two facts that prove our 
claims for the dependability of the No. 66 
Ball Cock. 














The working parts of the Sherwood 
No. 66 Ball cock dis-assembled 


Here’s increased pump 


A quality product, backed by over forty 
years of manufacturing experience, it gives 
exceptionally long and uninterrupted service. 
Its operation is very quiet, closing positively 
against pressures up to 150 pounds without 
the customary whistle or squeal common to 
moet bell cocks. 


SHERWOOD BRASS WORKS 
Jefferson & Mt. Elliott Aves. 
DETROIT, MICH. 
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profits for you. 


An Automatic Electric Bilge 


Pump containing the very 
highest grade of material 

and workmanship at a price 

that insures a good margin 

of profit for you! 

The LI Automatic Electric 
Bilge Pump has been design- } ! 
ed to meet the demand of 
the trade for a high grade 
moderately priced installa- 

tion. It is manufactured 

upon a quantity production \. 


basis and all parts are stand- Automatic 
ard and_ interchangeable. —— 
For jobs of low and medium 

capacities and heads this outfit can’t be 
equalled. And you can have delivery in 
twenty-four hours! 


Shall we send you our bulletin 119? Literature upon 
larger units will be gladly sent to you. 


Chicago Pump Company 


Manufacturers of Quality Centrifugal 
Pumps for every Service 


2322 Wolfram Street - Chicago, Illinois 


Circulating Bilge Vacuum — Sewage - Condensation Fire 
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Joseph P. Cuddigan, of 77 Lyon avenue, East Provyj 
dence, R. I., has been awarded the plumbing contract on 
the new building on Charles street, Providence, for the 


City of Providence. 


Arthur Berard, of 849 Dexter street, Central Falls I, 
has been awarded the plumbing contract on the ew 
building for Joseph Goodhue on Evergreen street, law 


tucket, R. I 


Henri Prouix, 851 Lonsdale avenue, Central Falls, | 
has been awarded the plumbing contract on the W 
building on Whitman street in Pawtucket, for the Lamarrs 
Realty Co. 

Edward I. Rubin, 92 Japonica street, Pawtucket, Rk. | 
has been awarded the plumbing contract on the new 
building on Anthony avenue, for J. O. Champoux. 

The resignation of ¢ M. Davey as city plumbing in 
spector of Eau Claire, Wis., has been accepted by the city 
council and Bert Welsh has been appointed in his place 
Mr. Davey gave as his reason for resigning the fact that 
he desired to go into the plumbing business on his own 

| account 

The plumbing contract on the sausage factory which is 
being built on Poplar street between Fourth and Fifth 
streets, Milwaukee, Wis., has been awarded L. R. Stollberg 

| & Co.-of that city. 

The $1,000,000 Heathman hotel which is being con 
structed in Portland, Ore., will have an ice plant that 

| will supply water to all rooms in the building and also 

furnish by means of fans ice-cooled air to all parts of the 
hotel, in hot weather. 

The Ross Building Co., Portland, Ore., will erect a block 

| of 13 residences in Rossdale addition in that city, at a 
total cost of about $60,000. 

Louis M. Kortick, of 24114 Chaikstone avenue, Provi- 

| dence, R. L, has been awarded the plumbing contract on 

| the new building for J. McLaren at 21 Pasteur street 


William Whittaker, Morgan avenue, Providence, R. I 


has been awarded the plumbing contract on the building 
at 359 Morris avenue, for L. C..Wales. 


Herbert Hutchinson, 75 Winthrop avenue, Providence, 
|} RK. I., has been awarded the plumbing contrdct in the new 
| building for FE. Tondreau at 967 Atwells avenue. 

Joseph Kushner, 30 Hayden street, Providence, R. L., 
has been awarded the plumbing contract on a house at 45 
Sterling avenue for Antonio Furralo and on a house ai 

30 Halsey street for David Klibanoff. 


| 
dence, R. 1, has been awarded the plumbing contract on 


the new building at 124 Elmwood avenue. 


Charles P. McSweeney, 1106 Chalkstone avenue, Provi- 


John C. Dunn & Son, 224 Washington street, Provi 
dence, R. L., have been awarded the plumbing contract on 
a new building at Orange and Westminster streets, for 
the Union Trust Company. 

The Montana Power Co., Great Falls, Mont., will start 
at once a new power plant at Black Eagle dam, which 
with other improvements will-total $1,000,000. Frank W 
Kerr, of Butte, is general manager of the company. 

A $90,000 refrigerated warehouse for apple packing 
will be built at once at Hood River, Ore., for Maynard & 
Child, New York apple merchants. A ten-inch well is to 
be sunk to supply water for the refrigeration, and if it 
proves successful it is possible that municipal shafts will 
be sunk to augment the water supply for the city during 
the summer months. 

F. A. Barnicott, Portland, Ore., will build two apart 
ment buildings at a total cost of $90,000. They will 


contain 17 two-room suites. 
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Obituary 


Daniel B. Donnelly 
Daniel B. Donneily, for 30 vears proprietor of a plumb 


A ine yf 1926 


ng and hardware business, in Fairfield, Me., died at his 

hor in that city on March 24th in his 62nd year. He 
vived by his wife and a daughter. 
Carl F. Ostberg 

Carl F. Ostberg, a member of the Master Plumbers’ 
As iation of Worcester, Mass., died at the City Hospital 
I at city, on March 24th Mr. Ostberg was in his 
9 year, and had conducted a plumbing establishment 
at 2°43 Pleasant street, Worcester, for a number of years. | 


He survived by his wife and four children. | 


Swimming - Pool News 


Lewis O. Jones and associates will build a new bathing 
pool at Wauchula, Fla., to be known as the Hawaiian 
Club Bathing Pool. 

hk. L. Malone will construct a swimming pool at San 
Benito, Tex., in the playground which is to be known as 
Holly-wood by the Gulf. 


\ new swimming pool is to be constructed at Jacks 
Creek, Texas. 

Following the endorsement of more than 400 citizens, 
the Urbana, U1., Park Board voted recently to construct a 


municipal swimming pool to cost approximately $50,000. 


= 


{ 


a 


George H. Luxton, of Creston, Ill., who recently bought 
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Rundle medium-price sinks embody the 
same practical features for convenience 
of the housewife as the more expensive 
Rundle Sinks with apron. Each has been 
carefully designed by engineers who 
understand sinks from the utility stand- 
point. Rundle medium price sinks are 
made in a wide range to satisfy each in- 
dividual preference. 


We manufacture a complete line of 
enameled fixtures. If you don’t know 
the name of the Rundle jobber near 
you, write us. 


Rundle Mfg. Co. 


Milwaukee, Wisconsin 


UNDE 


Horseshoe Park in Belvidere, Ill., is planning to construct es PLUMBER'S SANITARY ENAMELED WARE 


a swimming pool on his new property. XM 





we } 


At the annual convention of the New York State Association 
of Master Plumbers, held recently at Binghamton, N. Y.— 
Top row, left to right: F. J. Riehn, 8. H. Welch, Chas. Kirch- 
hof, W. Kroepke and F. Robinson.—Middle row: A. B. Cav- 
anaugh, W. Coling, J. F. Guder and F, H. Rinehart, all of 
Syracuse, N. Y.—Bottom row: M. G. Millikin, of Speakman | 
Co., Wilmington, Del.; E. S..MacWhorter, of A. M. Byers Co., | 
Pittsburgh, Pa.; F. R. Brennan, of Crane Co., Syracuse, N. Y., 
and C. H. Starr 








stall Jenkins Better Brass Fittings 


mark is insurance of quality. 
machined. & 
Insist on Brass Goods bearing 


Jenkins Mark. 
JENKINS MFG. CO. 


BLOOMFIELD, NEW JERSEY 











, " You cannot go wrong when you in- 
The record back of the ‘‘Triangle J” 


Rich in copper, carefully cast and 
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Awan 


PIPE WRENCH 
> 


Ask Your Jobber or Write 


THE LAWSON MFG. CO. 


years of 


Trap Screw Ferrule 


. Washington C. H. 








Our line of cast iron plumb- 
ing specialties is backed by 


foundry business. 
WRITE FOR OUR CATALOGUE B. 
Order of Your Jobber. 


The Washington Metal Products Co. 


Cleveland, O. 


UMBING 








experience in the 





Ohio 

















Don't BeContent 


With Ordinary Roof Flashings 


“SIMPLEX” 


All Lead—Copper —Galvanized 


Every Flashing Adjustable 


SIMPLEX MFG. COMPANY, 213 W. Austin Ave., Chicago 


Specify and Use 
the Reliable 


Made in 
Iron 


Every Flashing Perfect 


Manufactured only by 








£ JOHNSON 





/ ao 
as Gas Lighters ---- 
a a at 
A Sell a Red Ring Johnson Gas | = \/ 
— 2 Lighter with every gas water at 
| heater. Make your service calls —! - 
pay a profit by installingone wher- ets F 


+k — 





t ak ak 


| es 


Ralsing RED RING to 
hook on wall plate up- 
staire lights heater in 
basement. 
RED RIN 
ess. POSITIVE AC. 
TION. - «= 


DETROIT 


ever a gas heater is used, Un- 
limited market—reasonable prices 
—sure profits. Is your med up? 
Order from your jobber 
Johnson-Murphy Co. 


10226 Woodward Ave. 











MICHIGAN 
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~~ VERY once in a while in the larger 
kK cities, the newspapers print stories 

and pictures about movie actors passing thr 
Other celebrities also get this free publicity from the daily 
press. There can be no doubt that seeing idols in person 
has a great effect on our public, and the person who can 
boast of having met one or more of these notables always 
feels a little superior to those ordinary mortals who live 
plain ordinary lives without the asset of a handshake with 
some famous person. But when you get down to it, is 
there any glory in having been given a fishy hand to shake 
by a film star, great athlete or statesman? He will never 
The whole value to your mind is the fact 
He 


igh 


remember you. 
that the person is frequently mentioned in the papers 
is press-agented, to use a frank expression. 

A master plumber sometimes is press-agented too, and 
the publicity garnered from news stories is inestimable. 
A news item was recently published on the front page of 
a daily newspaper telling of a master plumber who used 
blackboard epigrams on the front of the store. It went 
on to say that a crowd was nearly always in front of his 
blackboard, and that he amused them daily by a fresh 
You can’t buy advertising with as much value 
as front page news stories. Advertising is never read as 
thoroughly as reading matter in a publication. You should 
take every possible means to land on the front page of 
your newspapers, and continue to push this favorable 
publicity. Not that you'll have people pushing each other 
over just to be able to shake your hand, but you don't 
want that. What you want is that every citizen of your 
city should remember you when he has plumbing and 
heating work to be done, and when your name appears on 
the front page of a newspaper he is more likely to remem- 
ber you than from reading your ad in another section. 
The daily use of epigrams on a blackboard in front of 
your shop is one means of getting such favorable news- 
paper publicity, and one which you cannot afford-to over- 
look. Aside from the newspaper publicity, you get a lot 
of good will from keeping the populace amused, and you 


will find that many will think of you when they want 
the 


epigram. 


work done. Think this over, and take a crack at 
epigrams. We furnish seven new ones each week. 
Try these out on your blackboard: 
Never advise a person you want as a friend. 
- an . 
Sound money is the kind that jingles in a man’s pocket 
” . 
elf 


An egotist can't disguise the interest he has in him 
. * + 


if’ 


Does a man lead a double life when he’s beside hims: 
. 7 7 


Wasps may be very affectionate, but few people car: 
a e . 


Nothing comes to him who sits and waits for wealt! 
* s o 


A wise man looks into things to see the proper outlook 
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WY Wy 
The “EAFCO” Garage Sand Trap 


When you need a trap 
for unusually heavy 
duty, install an 
“EAFCO” Sand Trap. 
Especially designed 
for garages, stables, 
dairies, it prevents 
sand and refuse from 
clogging drain pipes. 
Maintains a free pas- lustrated), or wit h 
sage for liquid waste, countersunk screw 
and is easily cleaned. No. A-26 holes for wooden floors. 


Made of extra heavy 
cast iron with hub to 
fit 4-inch soil pipe. 
Grate is strong enough 
to support any ma 
chine. The “EAFCO”’ 
No. A-26 can also be 
furnished with a brass 
cleaning plug and for 
concrete floors (as il 





Details gladly furnished on request. 


EASTERN F a DRY COMPANY 


Boyertown - - Pennsylvania 











How Do You 
Cut 12-inch Pipe? 


If you are cutting it any other way than 
with a ‘‘Genuine Barnes”’ Pipe Cutter, you 
are probably using the hardest and most 
expensive method. The way a ‘‘Genuine 
Barnes’”’ goes through pipe is a pleasure to 
behold. Try it and see. 





Nipples 














You'll find Sesetie 
the name Pabst” 
“Pabst” on 
every gen- 
uine Pabst 
Nipple. 


Nipples 
nexl lime 
you order. 


But don’t expect this kind of work 
from a pipe cutter unless it has the 
Diamond “B’’ trademark stamped 
onit. We make “Genuine Barnes” 
Cutters in 8 sizes to cut pipe from 
14 inch to 12 inches. 






The name “Pabst” on a nipple is an 
assurance of the best that can be 
made in nipples. You can be sure 
that they are cut from brand new 
pipe and made with clean sharp 
threads. 


PABST NIPPLES are good nipples. 


Order from your jobber 


The Barnes Tool Co. 


New Haven, Conn., U. S. A. 


—<B> * 


“e; mene? 





Ask 
Your 
Jobber 




















FRED PABST * COMPANY, Mfrs. 


917 Chestnut Street Milwaukee, Wis. 
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Mention Domestic ENGINEERING when writing advertisers. 








inges of the 
Better Kind 


Hinge No. 100 — Close-Ruf 


GRAND HAVEN BRASS FOUNDRY 
Grand Haven, Michigan 
Hinges for all types of toilet seats 
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No, 126-130 


BOOSEY’S 


Seepage Shower Trap 


is the best protection on the market against 
seepage. And it is not only leakproof, but 
troubleproof, too. Once installed, it stays in 
place and gives continuous good service. 

A lead pan, secured to the trap by a calked 
joint, drains all seepage through the grooves in 
the red brass seepage plate. These grooves are 
kept clear by a loose pulp guard and cannot clog. 


Write for our catalog. 


The Greenwood Mfg. Co. 


5140 Hamilton Ave. Detroit, Mich. 


























ENGINEERING April 17, 1926 





_ Bath a ‘Day Movement 


weeks ago we addressed an advertising page to the dies 
of the Auxthary,” telling them about the Bath a Day Movement 
and “The Story of the Bath” and — 


they could help their husbands b 
pushing the Bath a Day Movement in 
their communities. Since that adver- 
tisement ran we have had many 1m 
quiries from wives of master plumb- 


ers who want to know just how they 


can make use of “The Story” to help their husbands. /f you 
haz e never read The St yy y rf the Bath” ask for a ct py t zeal 
he sent without charge. 


HESE are days of keen competition. Men in every 
industry are busy with their daily problen 80 

busy that they often do not realize the need for 
ecarrving on a constant educational campaign so that those 
who are not familiar with the service which the industry 
offers may learn of it and what it will contribute to their 
comfort and happiness in life. 

We suggest that the ladies of the various auxiliaries 
or that the wives of master plumbers where there are no 
auxiliaries may give some really constructive help to 
their husbands by getting back of the Bath a Day Move 
ment in their communities. 

The idea is a very simple one. If you educate people 
to the value of reading, they'll want books. So, if you 
educate them to bathe more, they'll buy more plumbing 
equipment 

Just drop a line to “Domestic Engineering,’ Chicago 
We'll be glad to send you a sample copy of “The Story of 
the Bath"’ and complete information on how to put it 
over. 


; a 
Business a hanges 


A. W. Weber, of Bellevue, Towa, recently retired and 
donated his plumbing and hardware business to his former 
employes. George Gurius fell heir to the plumbing end of 
the distribution, and will move the equipment and con 
tinue the business in the Spiro building in that city 

The Modern Plumbing & Electric Co., of Houston, Texas, 
recently moved from 910 Fannin street where it has been 
located for the last fifteen years, to a new location on 
Lamar street, between Main and Travis streets. 

John J. Denino has moved his plumbing business from 
647 Main street to 297 Albany avenue, Hartford, Conn. 


Peter E. Reinhardt, plumbing and heating contractor 


| of Bristol, Conn., has moved from 192 Main street to 138 





North Main street in that city. 

The Barber Plumbing Co., 906 San Jacinto. street, 
Houston, Tex., has increased its capital from $30,000 to 
$75,000 

Pritchard Brothers, Memphis, Tenn., have been awarded 
the plumbing contracts on the Jewish Home for Aged and 
Infirm, the Carnes Negro high school and the Dermon 
office building in that city. 

J. W. Hull Plumbing & Heating Co., Memphis, Tenn., 
has been awarded the plumbing and heating contracts on 
the King’s Daughters Hospital, Greenville, Miss. 

The Hughes Heating Co., Memphis, Tenn., has been 
awarded the heating contracts on the Shelby County Insane 
Asylum and the Jewish Home for Aged and Infirm in that 
city. 
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The beauty of the 
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lavatory is further | 


enhanced by the Si 
use of the enam- 2 
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Bulls 














GALVANIZED 
For Long Life and Beauty 


Long years of service and attractive appearance make a 
combination hard to beat in water heaters. 


Heavily galvanized inside and out —with large open water 
passages that won't lime or fill up the Bull's Eye is guar- 
anteed for five years should last a life time. 


the beautiful galvanized finish matches the range boiler, 
is easily cleaned, or it can be refinished with quick drying 


enamel in any shade to match bathroom or kitchen 
fixtures. 


Galvanizing is the ideal finish providing protection and 
beauty at the same time. The Bull’s Eye is the only 
water heater that can be galvanized because the water's 
around the heat instead of heat around the water.”’ 


This most efficient heater combines long life, and attrac- 
tive appearance with a standardized design that meets 
all home requirements with one size -one type and one 
finish. 


Write for descriptive circular and prices. Please give 
your jobber'’s name and address. 


THE DUNHAM COMPANY 


Since 1846 
BEREA (coerce) OHIO 
U. S. DISTRIBUTORS: 


Carry Heaters in Stock 


DETROIT RANGE BOILER & STEEL BARREL CO 
Detroit, Chicago, St. Louis, San Francisco, New York, Trenton 


EDWARD EHRBAR, Inc L. J. FITZPATRICK 
Brooklyn, N. ¥ Philadelphia, Pa 


“Excellent Efficiency’’ 
Says Engineering Authority 


**This heater shows an efficiency of 
78.34°, based on net or low heat 
value of the gas this is an excel- yw so Be 
lent efficiency.” From report of 
independent tests made by F. H. 
Vose, Mechanical Engineer and | 
also Professor of Mechanical Eng- 
ineering, Case School of Applied 


Science. 





WATE Ru 





















Five YearGuarantee 


Backed by Dunham's— 
Established 80 Years 


We guarantee to furnish with- 
out charge, F. O. B. factory, 
any part of this heater which 
becomes defective, due to 
corrosion or clogging with 
lime, any time within FIVI 
5) years from date of pur- 
chase, 
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THE FIRST CAKE 


I “ My wife made a 


vour wife One cup 


lard and butter, one 


ri: Wait a minute BE 


s Yes 
And walnuts? 
KS Yes. 
H And some spice? 
JON TS Yes 
SMITH You don't need t 
eymoon mys vife mad 
top 
W have to go back for a 


is 


oO 


of sural one cup ot 


up of raisins, one cup 


it citron in it? 


go oon, then The wee 
hat cake We still use 


t 


m 


swell cake yesterday. Here's the 


water, 
of cur- 


« after 
it for 


H. B., Detroit, Mich 


linute to our recent Limerick 


] 


he young plumber from Pilsen D. W., Victoria, B. C 


ent in two last lines One 


ther is below: 


we 


There was a young plumber from Pilsen, 


Hho was sent for a left-handed Stillson; 
Tle was Gone all the day, 

Ind I’in sorry to say 
When released from 
Joined a vaudeville 
And posed as a “Giant” with stilts on, 


READ ‘EM 
Judd pre “You were in the 


A 


the coop 
troupe, 


ND WEEP 


room adjoining the one 


published some weeks 


back, 


where 


the accused is charged with being engaged in a game of 
hance, and although you could not see the accused you 
ould hear the conversation?” 

Witnes “Yes, your honor.” 

Judge “Can you tell the jury any others engaged in th: 


ged game of chance?" 
Witness-—“Yes, your honor 
ed thie Diek, a small ma 
rom Decatur they called Ati 
amed Phoebe.” 


n 


a girl’named Nina 


There was a large man they 


they called Little Joe, 


a guy 


and another 


P. G. C. N., Chicago 


GIUSEPPE’S NATURAL HISTORY LESSON 
You theenk I should give you tell 


From how commences bomblebees 


I’m tell you thees moch 
Don't play weeth these. 
Nize little birds for making money, 
Those bomblebces. 


or getting waa 


and honey 
They try for please. 
But lissen from me, pipple, 
Don’t ked thees bees 


You try for pat em on they head 
They Inte, these bomblebees 
Vossagood, these bomblebees 
GIUSEPPE EMANUEL VITTORIO SCARABOOTSCHO 


DUCKS AND IVORY FLOAT 


\ ttle boy was playing by 


stream which ran across the 


Vhen a motorist came along and asked if it were deep. 


n't deep at all,” answered the boy 


TI motorist started to drive 


had wone onlv a little wav he 
the floor of his car. 
hought you said it was 


n 


his car through, but when he | 


found the water was level with 


if 


deep!” he called back 


to the 


n't,” replied the youngster “Gee, it only covers up to 


iddle of the ducks.” 


©. G. S., New 


RETURN TRIP 
Motorist “Hey, you ought to look out!” 
Vietim: ‘‘Wassa matter, you gonna back up?” 


L 


Y 


ork 


= 2. 
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Practical 
Manual 


Gives not only the details 
of the methods of con- 
struction, design and 
installation of heating 
systems, but also com 
pletely explains the prin- 
ciples upon which they 
are based—so clearly 
that any heating man 
can understand it. 


A Few of the Many 
Things It Explains 


The Practical Manual explains all the funda- 
mental laws governing boiler and radiator heat. 
It begins with the chimney, an important item 
in the successful operation of a plant, and ex- 
plains all the elements that affect the draft. It 
gives various methods of figuring radiation, ex- 
plains what causes heat loss and how to deter- 
mine the amount of radiation to counteract this 
loss. 





It explains and illustrates in detail the construc 
tion of boilers, showing the evolution of heating 
boilers. It explains the different effects ob- 
tained by using coal as fuel and how to figure 
the results to be obtained from a given boiler 
with a given quality of coal. 


It explains the heating value of various kinds of 
fuel. It contains a valuable chapter on radia- 
tors. Vapor heating systems are described in 
detail. The fundamental principles on which 
all vapor systems are based, are given. Vapor 
pump heating systems and Vapor-Vacuum Sys- 
tems are analyzed and described. 


The book is illustrated throughout. In some 
cases, in order to illustrate the subject, an entire 
layout of a house has been made. It states so 
simply the reason for each step and explains it 
so clearly that any steam-fitter or plumber can 
properly measure up a house for heating. It is 
the only complete book on vapor and vacuum 
heating. 


Price $3.00 Postpaid 
Published by 


Domestic Engineering 


BOOK DEPARTMENT 


1900 Prairie Ave., Chicago, IIl. 
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Three Reasons Why 
Pipe Men Prefer 
Oster Bull Pups 


CUTTING EASE 


The new rake and long lead with which Bull Pup 
dies are ground make starting and cutting 
surprisingly easy. 


CONVENIENCE 


3-Way Bull Pups thread three sizes of pipe 
without change of dies or guides. The ratchet 
type combines solid construction with adjust- 
ability and ratchet convenience. 1-way Bull 
Pups meet every requirement at a low cost. 


STANDARDIZATION 


All dies, bushings, handles and parts of the three 
models are interchangeable with thefexception 
of the bodies. 











Return the coupon below for cata- 
log No. 34-B which illustrates and 
describes these easy cutting tools. 















THE OSTER MANUFACTURING CO. 
Manufacturers of the most complete line of pipe 
threading equipment in the world. 

2077 E. 61st Place Cleveland, Ohio 

Please send me at once your No. 34-B catalog 
showing your new easy cutting die stocks. 





Name 


Street 


City — . State 
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PATENTS 
Plumbing Department 


1,575,928. Pipe or Tube Bending Machine. hilip 
Mueller, Clarence W. Lucas and Anton C. Schuermar De- 
ceatur, Ill., assignors to Adolph Mueller, trustee, De tur, 
Ill. In a tube bending machine, the combination of a 
pivotally mounted tube carrier, a mandrel having a flex- 
ible section, means for moving the mandrel to and from 
a position where the flexible section is within the end 









4 Ife 
1,575,928 
of a tube in the carrier adjacent the axis of the carrier, 
means for turning the tube carrier about its axis, auto 
matically acting means for applying pressure to the tube 
and mandrel at the opposite side of the axis of said car- 
rier from the body thereof during the bending operation, 
and automatically acting means for applying pressure to 


the bent tube adjacent said axis while the mandrel is being 





withdrawn. 
* - + 
1,575,624. Fitting for Bathtubs and the Like. Howard 
de Correvont, Chicago, Ill. In a drain installation, the 
combination of a drain pipe, a drain valve, an operating 
connection extending upwardly from the valve, and an 
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1,575,796. 





overflow pipe connected to the drain comprising a fixed 


upper pipe section around the operating connection and 4 
lower pipe section adjacent the valve and slidable up 
wardly on the fixed section, the lower section when raised 
providing an opening through which the valve may be 
removed laterally without removing the fixed section 

” s . 


1,575,796. Water Fountain. George Scheihing, Morn 


| ing Sun, Iowa. A fountain of the class described compr 
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ing insulated water tank a float compartment having a | 
ater supply pipe opening thereinto and provided with an 
inlet valve connected with said float whereby the valve 
is opened and closed on the rising and falling of the water 
1 compartment, a pipe connecting said compartment 
with said tank, a protective covering for said tank, a 
ffording access to said tank and mounted to swing 
inwardly at its upper end, whereby the stock may open 
the door and drink from the-tank, and a cap-like cover 


mounted over said float chamber, and a protective cover- 

ing ‘or the fountain having a depending member resting 
on d cap and holding it closed. 
. . oa 

575,640. Toilet-Seat Cushion. Thomas H. Ragland, 


rexarkana, Tex. A seat cover comprising a circular split 
body portion comprising strips of cloth material sewed 
together at their edges, padding material positioned be- 
tween the strips of cloth material to provide a cushion, 








1,575,640 


flexible securing members secured to the edges of the body 
portion and adapted to be secured around a seat to hold 
the seat cover in position, the ends of the strips at one 
end of the body portion being sewed together to provide 
a tongue adapted to fit under the opposite end of the body 
portion to provide an adjustable protector and cover. 

a + 7 





ran 99 
oe. 


L.S7T, Mold for Water-C loset-Bowl Rims. Alfred | 
V. Lawton, Decatur, Ill., assignor to Adolph Mueller, | 
trustee, Decatur, Ill. A mold for casting water closet | 
bowl rims, comprising superposed outer and intermediate 
sections, the intermediate section contacting with one of 


the outer sections including a plurality of members and 





being engaged with said outer section by means permitting | 
separation of said sections by lateral movement of ‘eo | 
members of the intermediate section, the other outer sec- | 
tion being engaged with the contacting intermediate sec- | 
tion by means permitting relative movement between said | 
sections in a vertical direction only. r 
o o . 
Philip Muel 
assignors to 


577,142 Drinking-Fountain Pedestal 
ler and Anton C. Schuermann, Decatur, III., 
Adolph Mueller, trustee, Decatur, Ill. A pedestal for drink- 
ing fountains having a hand hole provided with vertically 
disposed bar receiving slots, the inner wall of said pedestal 
ving diametrically opposed stop lugs positioned at sub- 


antially right angles to said slots, a curved cover plate | 
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When you need a union] 


ask for KING Brass End Unions. They make 
a tight connection that will not rust together, 
and can be taken apart and used again many 


times. We recommend them for any pressure 
up to 250 pounds. 
These Unions are carried by the leading jobbers. | 


If your jobber cannot supply them, write direct. 
There 


» KIN G. : 
KING Is 
UNIONS "UN ! ON! Strength 


THE KING UNION. COMPANY 


HILLS GROVE RHODE ISLAND 


“The purchaser gains 


Where Quality reigns.” 


A fixture expressive of 
Central Quality is the Y2" 
Double Shower Body 
featuring LoXoN Handles 


Order Through You Jobber 


CENTRAL 


BRASS MFG.CO. CLEVELAND 
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This is the Fire Pot that 
Produces Results 
WHY? 


It wil! meit « ¢-ineb pot of metal 
« will beat aad melt 


pot will geacrate and te oat 
doors in AN ayy ~hy THER. 
2 ot oe ee & Se as they are 
sooled. No 


Cee thao s enlow of emote boned te 
. 7 

it te smokeless and odorless while in 
operetion. 

it can be tarned down low when not in 
ase 

Thie pot fille the bill when extra fine 
work ie to be done sad every shoo 
ebould have one. 


Order yours now. $10.00 f.e. 4. 
factory. Two per cent discount when cash 
eccompanies the order. 


Ne. 38 Combination Double Diese DOUBLE BLAST MFG. CO., Ine. 


and tnd Tinnere Commonwealth Ase. Nerth Chien; 
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3| Patents 
Pending 


THINK WHAT IT’S WORTH 
To you. To those you serve. 
New Joint at last makes pos- 
sible a No. 1 Sewer Job. 


You apecify No 1 plumbing fixtures Now you can 
specify and get No. 1 jointsa. Self-centering. Flexible 
Won't crack when trench settles. Positively water-tight, 
toot-proof. A preformed, pliable. 

te asphaltic gasket. Not @ lot of 
a tools, materials, to gather and 

_ ~ deliver Joint preased “home” 


— with simple foot-lever device 
> PRESSTITE: 
a 


THE PRESSTITE 
: */ ENGINEERING CO. 
wr eves 4327 Duncan Ave., St. Louis, Me 
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Domestic — Industrial 
and Swimming Pool 


W ater Filters 


A standard size for every use. 
Sitbbhameescete) (accom Olebm@) cele at-tele 


ag 
Get Our Quotation on Your Jobs 


GRAVER OCaopontion 


110 Todd Ave. East Chicago, Ind. 


PHILADELPHIA 


CHESTNUT and 39th STREET ~ 


Hote! Pennsylvania 


iJ F Fireproof 






600 Rooms 
500 Baths 


er from $3.50 per day 


Near West Philadel- 
phia Station, Penn- 
sylvania Railroad 





Unrestricted Parking 


Rooms with running water 
from $2.50 per day. Rooms 
with private bath and show- 


Food and Service the best 
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for said hand hole having a central recess formed in its 
outer face, a locking bar having an outwardly disposed 
arch and adapted to pass through the slots in said pedesta} 


al 
and engage said lugs, and a coupling bolt threaded jp 
said bar and freely rotatable in said plate, the head of 


aid bolt arranged to lie wholly within said recess 























1,575,693 Flush Valve Emanuel Kromer, Spokane 
Wash A flush valve comprising a casing, a valve struc 
ture in said casing for controlling flow therethroug! aid 


structure including a movable valve member, an operating 
rod longitudinally journalled in said structure and opera 
tively connected with said member, and manually operable 
cam means for imparting endwise thrust to said rod and 
acting to hold the latter against binding in its journal 


Heating Department 


1,575,593 Pipe Wrench Jacob H. Seiter, Mario 
Ohio, assignor of one-half to Osear Sipes, Galion, Ohio 
A tool of the character described comprising a head hay 


a gradually curved outer surface, a stationary jaw 


ing 
formed on said head, a hollow handle having a dovetailed 








groove formed therein adjacent said head and continued 


into a groove of rectangular formation, a removable 


| jaw slidably mounted in said dove-tail groove and disposed 


| spring-held in open position for controlling the operat 


in operative relation to said stationary jaw, and a pin 
passing through aligned openings in the handle adjacent 
the groove therein, to limit movement of the removable 
jaw in the said groove 

* - * 


1.577.098. Oil Burner James William Anderson and 


William John Hemphill, Ottawa, Ontario, and Robert Ri 
ardson, South March, Ontario, Canada. In an oil burner 
and in combination, a burner, a fan and an oil suppl) 
tank, an air line connecting the fan with the burner, a 
mixing chamber in the air line, a fuel line connecting 
fuel tank with the mixing chamber, prime mover m¢ 
for operating the fan to supply an air blast to the mixing 
chamber, valves operable from a distance, for regulating 
the supply of air and fuel to the mixing chamber sin 
neously, a pump operable by the prime mover for de] 
ing fuel under pressure to the mixing chamber, a switch 
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of the prime mover, a control valve in the fuel line spring 
held in closed position and a lever arm adapted to simulta- 
neously open said valve and close the prime mover circuit, 
me for automatically engaging and retaining the lever 


























arm in an operative position and a governor automatically 
operable, on the prime mover stopping, to release said 


lever 


arm. 
* * * 


1,576,186. Thermostatically-Operated Radiator Casing 


Weston M. Fulton, Knoxville, Tenn., assignor to The Ful- 
ton Company, Knoxville, Tenn. In combination with a 
radiator casing provided with means for controlling the | 
flow of air therethrough, means for operating said con- 


trolling means including a thermostat comprising a motor 








1,576.186. 


the 
in the space to be 


element in said casing where it is maintained by 


radiator at a temperature above that 
heated, said motor element being operatively connected to 
for a 
motor element 


said controlling means, and a container thermo- 


sensitive fluid in communication with said 


and positioned exteriorly of said casing where it is sub- 
jected to the temperature of the space to be heated 
+ * + 
1577,495. Oil Burner. Mitchell Carter, Salt Lake City, 


Company, a cor- 


hollow 


Utah, Generating 


poration of 


assignor to Thermic 
Utah. An oil 
circular generator having spaced apart concavo-convex top 
both turned in the 


burner comprising a 


and bottom with the concave side of 











1,577,405 

same direction and toward the flame jets; means to supply 
oil to said generator; a curved gas pipe to allow gas to 
flow from. said generator; a frusto-conical valve nozzle 
secured on the end of said gas pipe and having an exit port 
side wall; a rotatable casing conforming to the ex- 


flame 


in its 


terior surface of said valve nozzle; one or more 


jets therein of different 
to be brought into alignment with the port in said valve 


lengths and sizes, each adapted 
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PORTABLE 
VISE POST 


STAR 


\ll malleable and 
Warranted unbreakable 
Up and down in a jiffy 
(Complete and compact 
Weight 4 Patented 
Order one of your jobber 


steel 


Ibs 


Price $15.00, F. O. B. Factory. 
FOUNDRY CO., Manufacturers 
Albert Lea, Minn., U. S. A. 


STAR 











Easy to Sell-- 
Easy to Install-- 


Kaustine Septic Tanks; Armco Iron con- 
struction. Special design. Low cost. 


Many sizes. Complete unit. Free plans 
Write for Booklet 206 and Price List. gerne 


KAUSTINE COMPANY, INC. 2” 


Buffalo, N. Y. 
In Canadas. Kaustine Mfg. Co., Ltd. Dundas Ont 

















ESTIMATING 
RADIATION 


is a very simple matter 





when Perrigo’s ‘Table of 
Estimated Radiation” is 
used 


This table, consisting of 
two charts, one for steam 
and one for hot water 
radiation, is used and 
recommended by some of 
the best authorities in the 
trade 

The charts have been 
computed from standard 
recognized . They 
will enable you to know 
: you are right. And they 
will save you time, waste and worry. 

Given the amount of glass surface, ex wall and 
cubical contents, the radiation i for any size 
room can be read easily and quickly. 

They are printed in two colors, on heavy celluloid, 
making four pages, size 444x67% inches, substantially 
bound together with cloth. 

——- Table of Estimated Radiation will pay 
for itself if used only once or twice during the heating 
season. And it will outlive several such seasons. 


Price, $1.00 Postpaid 


Domestic Engineering 
1900 Prairie Avenue :: Chicago, IIl. 
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A new member 


SS a 


—a valve destined for new records of 
economy in old (and new) steam lines 


HIS new ‘‘Reduro”’ Globe and Angle 

Valve has seats and discs of Swift 
Metal, a high nickel alloy 100 points, 
Brinell scale, harder than valve bronze. 
Greatest resistance to wear, scoring 
and wire drawing! Disc and seat may 
easily be reground. Perfect service for 
many years at a minimum of expense! 


Special features of design permit ex- 
ceptionally fine throttling and elimi- 
nate chattering. Particularly suitable 
for severe throttling duty, bleeder con 
nections, boiler feed lines, railroad and 
marine service. 





PRATT & CADY 


REDURO 


Globe and Angle Valves 
Swift Metal Seats 


and Discs 


Every engineer interested in valve per- 
formance should send for a folder de- 
scribing the advantages of this valve. 
A test installation will convince you 
of the economy and dependability of 
Reduro Valves. 


READING STEEL CASTING COMPANY, Inc. 
Pratt & Cady Division 
An Associate Company of the American Chain Company, Inc. 
BRIDGEPORT, CONNECTICUT 


Offices and Warehouses in Principal Cities 


«| READING Sor steel 
©) PRATTECADY fiittize | 


specializing for quality valves ano fittings 





~ Remember 


this when you visit 


New York 


HE Hotel Martinique offers 
unusual comfort and conven- 
ience plus genuine economy to 
every New York visitor. 

Clean, comfortable 
low as $2.50 per day. Most eco- 
nomical restaurant service—club 
breakfast $.45, delightful table- 
dhote dinner $1.25. Also a la 
carte at moderate prices. 

The Martinique is located right 
in the heart of all activity, busi- 
ness and social. Every point in 
the city readily accessible—direct ; , 
from the door. ek 

On your next visit—stop at the 
Martinique. You'll thank us for 
the invitation. 


HOTEL MARTINIQUE 


Affiliated with Hotel McAlpin 


Broadway—32nd to 33rd Streets 
NEW YORK CITY 


rooms as 
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A. E. Singleton 
Resident Manager 


) 





See of an old family 





ENGINEERING 





April 17, 1926 


nozzle and to direct a flow of gas toward the und r face 


of said generator; and means to regulate the flow of oj} 
into said generator. 
o * oe 
1,576,307. Pipe Hanger. John J. Casey, Gloucester, 
Mass A hanger for pipes consisting of a base plate, 


attaching means therefor extending upwardly, a pair of 
downwardly extending parallel arms formed integral with 
with openings spaced apart in opposite 
pairs down the middle of said arms, a lower U-shaped 
member having a loop for supporting the pipe and two 
extending parallel arms held in sliding enzage- 
ment with the base arms, the said lower arms being fitted 
with claw fingers at their upper ends adapted to engage in 
the openings in the base arms. 


said base plate, 


upwardly 


JA ye A” 


6 
tt f i bad 
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1,577,178 1,576,307. 


1,577,178. Radiator Valve. James Conroyd, Chicago, 
Ill. The combination of a radiator valve having a float 
chamber, water inlet and outlet ports communicating with 
such chamber, a float valve in such chamber, with a pair 
of independent air conduits communicating with such float 
chamber and with the discharge from the valve, 
such conduits lying within but normally separated through 
out its length from such float chamber, and the other 
conduit lying wholly outside the float chamber. 

> * * 

1,576,863. Oil Burner. Perry J. Snowden, Kokomo, 
Ind., assignor to Edward L. Selvage and Harry A. Mathias, 
both of Indianapolis, Ind. In a wickless oil burner, the 
combination of an annular liquid fuel supply reservoir, an 


one of 



































1,576,863. 


annular vaporizing chamber enclosing the same and in- 
cluding an outwardly directed wall surrounding said 
reservoir and forming a vaporizing plate upon which said 
reservoir discharges fuel, air operated ejector flame nozzles 
discharging the vaporized fuel received from said plate 
outwardly and upwardly therebeneath. 
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Classified Advertisements 


8 cents for each word including heading and address. Count seven words for keyed address. Minimum $2.00 for each 
insertion. One inch $4.00. Cash must accompany order. Copy should reach us eight days in advance. 





Situations Open 


WANTED: Advertising man 


Large manufacturer plumbing 
material starting national ad- 
vertising campaign looking for 
live, wide awake young man 
with ideas and some years expe- 
rience in advertising. Must be 
qualified to take charge of 
department, prepare copy and 
layouts, handle correspondence 
and all details of follow up. In 
reply give experience, age, gen- 
eral qualifications and salary 
expected, All replies treated 
confidential. Address Key 584, 
‘Domestic Engineering’? 1900 
S. Prairie Ave., Chicago. 


WE HAVE AN OPENING FOR AN 

aggressive salesman with the ability 
to sell heating and plumbing supplies 
in the southern Wisconsin territory. 
Position will pay well for man capable 
of producing. Territory now open. 
Give information regarding yourself in 
first letter. Address Key 580 “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
shied 


WANTED—MAN OF EXPERIENCE IN 
estimating and selling heating in 
Chicago district. Good position with 
old established contractor. Must be a 
high grade man. Reply strictly con- 
fidential. Address Key 578, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago. 
EST ABLISHE D FIRM WANTS SALES - 
man to call on plumbing and heating 
trade in North Carolina. Good proposi- 
tion for right man. Unless you are 
able to give aggressive representation 
,d0 not apply—give reference and full 
particulars in first letter. Address Key 
533, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. — 
WANTED: AN OLD ESTABLISHED 
Plumbing and heating supply house 
desires the services of a good sales- 
man for Central Illinois’ territory. 
Trade on this territory is well estab- 
lished and this is an opportunity for 
a steady and reliable man. Address 
Key 582, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


WANTED: COMBINATION STOCK 

room clerk and truck driver in new 
Plumbing supply house. Opportunity 
for advancement. Address: Egyptian 
Supply Co., Christopher, I. 





Situations Wanted 


WANTED — POSITION WANTED BY 

salesman, sixteen years’ experience 
selling plumbing, heating and brass 
goods. Represented nationally known 
manufacturer in Texas past three years 
Address Key 6584, “Domestic Engineer- 
ing,” 1900 Prairie Ave., Chicago. 


Lines Wanted 


MANUFACTURERS’ REPRE- 

sentative with offices in Chicago is in 
Position to take on one line of plumb- 
ing material. Can devote the entire 
time of one man to the line, While 
we do missionary work among contrac- 
tors to help our business with jobbers 
we will not consider a line that is not 
reasonably well advertised. Address 
Key 660, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 


For Sale 


FOR SALE — PLUMBING, HEATING 

and tin shop doing good business 
will sell or lease building. Reason 
for selling: Going to California. Ad- 
dress Iola Plumbing Company, Iola, 
Kansas, 


Miscellaneous 
PLUM BERS’ BIN LABELS 


e le 
RED. ELLS 


Send for samples and prices and free booklet: 
“How to Simplify the Work in the Plumbing Shop.” 
Haddon Bin Label Co., Haddon Heights, N. J. 


Learn Heating and 
Plumbing Designing 


Utilize the long winter evenings in taking an 
Official Course of Instruction in lines that will 
— your income next Spring, Summer and 

all. 

Scientific Designing in both Heating and 
Plumbing is the Engineering end of the in- 
dustry. The installation is relatively easy in 
comparison. When you ‘‘once’’ have entered 
our Instructions—you will like it. Write today 














We Teach You In Your Own 
Home, Personal, Clear, Direct 


Our School Directory sent Free to interested 
oo Indicate your Course when writing. 
ATING Me ye J ENGINEERING 
oP PEGI AL 8STEAM & WATER HEATING 
ear ack DESIGN & INSTALLATION 
WARM AIR HEATING 
CONTRACTING & ESTIMATING 
MECHANICAL DRAFTING 


Start with the 1926 School Season 


ST. LOUIS TECHNICAL INSTITUTE 
4541 Clayton Avenue - St. Louis, Missowi 





WIPING 
CLOTHS 


Formed — Flexible— Finished 


Made in five sizes for all standard joints. From 
your jobber or post paid to address in the 
eo oS post card for ful! 
particulars. 458 b 16th, 1924. 


GEO. E. WILLIAMS 


ole Manufacturer 


3 E. 26th ST. MINNEAPOLIS, MINN. 
Ticking and Moleskin 


Ft. Wayne, Indiana 


Wants a Brass Factory. Our 
survey shows we have labor and 
natural facilities for this kind 
of industry. 





We have some real inducements. 


Will be pleased to give details 
to anyone interested. 


Address: E. W. PUCKETT, 
Industrial Commissioner, 
1208 First National Bank Bldg., 
FT. WAYNE, INDIANA. 


Books for Your Trade Library 


BOOKKEEPING AND COST FINDING 

FOR THE PLUMBER. By Wesley A. 
Fink. Outlines a simple method of 
bookkeeping and cost finding easily 
adapted to your business. Tella how 
to open and close a set of books, gives 
concrete examples on figuring labor 
and material costs, overhead expense— 
in fact a complete system worked out 
in every detail. Size, 4%x6% in. 138 
pages. Cloth. Price, $1.00. 


JOHNSON’S HANDY MANUAL. By 
John W. Johnson. The author Is a 
practical plumbing and heating man, 
having spent many years in workshops 
and has superintended the installation 
of plumbing and heating systems of 
all descriptions. Eleven editions of this 
popular book have been exhausted. 
The twelfth is just off the press. Size, 
4x6%. Cloth Price, $4.50. 
POWER, HEATING AND VENTILA- 
TION. By Charles L. Hubbard. A 
treatise for designing and constructing 
engineers, architects and students 
Beoks Sent Parce: Post Prepaid 


Domestic Engineering 
1900 Prairie Avenue, Chicago 





Valves, Fittings, Tools for Steam, 


ae er CTR et 





WALWORT Water, Ges, Oll and Ai 


23,000 different items, each designed for a specific duty. Your supply house can get yours 
through the nearest Walworth sales unit. 
WALWORTH COMPANY, BOSTON, MAss. 

BAYONNE BUFFALO CHICAGO CINCINNATI PHILADELPHIA PITTSBURGH PORTLAND SEATTLB 
CLEVELAND ERIB KEWANEE, ILL. NBW YORK SAN FRANCISCO YOUNGSTOWN GLASGOW LONDON 
BASTERN DIVISION, Boston WESTERN DIVISION, Kewanee 
Plants at Boston, Greensburg, Pa., Kewanee, Ill., and Attalla Ala. Walworth International Co., New York, Foreign Representative 
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to seeyou, 
Mr. Johnson 


Mr. Johnson is welcome because he is not merely another handshaker. He 
has always real news and definite ideas to contribute, and he brings to a 
conversation a fair-minded attitude and a keen intelligence. 


He “‘gets about”’ a lot, and has a first-hand knowledge of the trade, of its 
latest developments, and of the goods you sell. He seems to be able to see 
things from your side of the fence. 


Many men who welcome such a caller are neglecting interviews of even 
greater helpfulness -interviews with many Johnsons instead of one. Can 
you afford to miss “regular appointments’’ with the A. B. P. paper or 
papers that cover your trade? 








Set aside--now-—a definite time to go through your business paper care- 
fully. You will find that it pays to set a time to go through every issue. 


The membership of a publication in the Associated Business Papers, Inc., 
means that it conforms to the highest standards of editorial and advertis- 
ing practice. 


The editorial matter, written by experienced men who know the trade and 
who have ‘‘an ear to the ground”’, is measured by the standard: ‘Is it real 
news?”’ The paper is pledged, as all A.B.P. members are, to consider first 
the interests of the subscriber. 





Readers can depend upon the character of advertising in an A.B.P. publi- 
cation—upon the good faith and cooperation of the advertisers. Adver- 
tisers have found that it pays to make every honest effort to sell more goods 
by helping you to sell more. 


THE ASSOCIATED BUSINESS PAPERS, Inc. 
Executive Offices: 220 West 42nd St., New York, N.Y. 


An association of none but qualified publications reaching 54 
fields of trade and industry. 
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DOMESTIC ENGINEERING is a member of the A. B. P. 
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